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PREFACE 


The present collection of nomographs derives from two major pur- 
poses: (1) to select critically, from the rapidly growing literature, a 
limited number of alignment and line-coordinate charts of proved prac- 
tical value to chemical engineers and to analytical, control, and physical 
chemists and (2) to present these charts suitably grouped and indexed (a) 
in a form large enough to be read easily and (6) supplemented with corrob- 
oratory material and adecpiate directions for use. Feasible suggestions 
as to nomographs for possible subsequent inclusion will be welcomed and 
given close attention, as will the notification of errors. 

The Bibliography of Chemical Engineering Nomographs” by 
Myllynen and Davis (American Documentation Institute, Document 
1599, Washington, D. C.) covering the quarter century ending June, 
1941, and an unpublished bibliography covering the period since June, 
1941, including in all some 600 titles, have been consulted, and all 
promising charts have been examined carefully. In most instances, the 
hundreds of requests for reprints that have been received during the past 
fourteen years have guided the choice. 

Engineers concerned with the design as well as the use of alignment 
charts will be interested in learning that the charts in this collection, 
almost without exception, have been or could have been constructed by 
the simple methods presented in the companion text, ‘‘Empirical Equa- 
tions and Nomography” (1943). Students will discover, with interest 
and relief, that the present compilation can serve as a fairly complete 
answer book to both parts of the earlier work through the use of the 
indexes. 

Industrial associates and former students have made many helpful 
suggestions. Sincere thanks are due the various authors who have 
permitted use of their charts and whose names appear with their work, 
particularly Prof. Ernst Berl of the Carnegie Institute of Technolog 3 ^ 
Grateful acknowledgment is made of the very substantial stimulus 
accorded industrial nomography over a number of years by J. H. Davis 
of Renaud et Cie of America, S. D. Kirkpatrick and T.‘R. Olive, editor 
and associate editor, respectively, of Chemical & Metallurgical Engineer- 
ing; Walter J. Murphy and F. J. Van Antwerpen, editor and associate 
editor, respectively, of Industrial and Engineering Chemistry; the late 
Harrison E. Ilowe, former editor of the latter journal; Harry E. Weston, 
editorial director of The Fritz Publications; John H. Perry, editor in 
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PREFACE 


chief of the well-known “Chemical Engineers^ Handbook R. G. 
Macdonald, secretary of the Technical Association of the Pnlp and 
Paper Industry; and the editors of The Chemist Analyst; Power Plant 
Engineering, The Oil and Ga^ Journal, Food Industries, The Melliand 
Textile Monthly, National Petroleum News, and The Petroleum Refiner. 
Material not credited to others in the footnotes is drawn from the pub- 
lished work of the author.' 

Marguerite and Margarethe Davis have given generous assistance in 
proofreading. 

Dale S. Davis. 

Detroit, Mich., 

March, 1944 . 
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FOREWORD 


Nomography has not yet been recognized as a unit operation or process 
of chemical engineering, but our profession has come to be one of its most 
frequent and practical users. The science and art underlying the theory 
and construction of alignment and line-coordinate charts appeal par- 
ticularly to chemical engineers in industry who are so often faced with the 
necessity for making a multiplicity of routine calculations in order to 
operate a process or design even a simple piece of equipment. Thus it is 
not surprising that the recent growth and popularity of nomographs have 
largely coincided with the great engineering advances in the chemical and 
process industries. 

In a recent bibliography of approximately two hundred references to 
alignment charts, fully 90 per cent were concerned with the chemical 
engineering problems of the pulp and paper, textile,' petroleum, refriger- 
ation, dairj", fuel, and chemical industries. The remainder ran the 
gamut from medicine to agriculture, from telephones to power plants. 
Significantly, more than one hundred of these articles were the individual 
or joint contributions of Dale S. Davis and all w^ere published since this 
most versatile and productive of our engineering mathematicians com- 
pleted work for his M.S. thesis in chemical engineering practice at the 
Massachusetts Institute of Technology in 1924. 

The late Dr. Harrison E. Howe was one of the first to suggest that 
chemists and chemical engineers in industry would welcome a compre- 
hensive collection and reprinting of the Davis nomographs. Members 
of the editorial staffs of both Industrial and Engineering Chemistry and 
Chemical & Metallurgical Engineering have since found it pleasant and 
stimulating to work with Mr. Davis in assembling the text and charts 
that are reproduced in this book. Although we may have differed 
occasionally on our definitions of operations and processes, all agree that 
these efficient, timesaving tools and methods should now become U part 
of the permanent literature of chemical engineering. 

Sidney D. Kirkpatrick, 

Editor^ Chemical d* Metallurgical Engineering. 

New York City, 

Marchf 1944 . 




CHEMICAL ENGINEERING 
NOMOGRAPHS 

CHAPTER I 

ACID NOMOGRAPHS— MISCELLANEOUS 

CHARTS FOR SPECIFIC VOLUMES OF MINERAL ACIDS^ 

It is frequently necessary or desirable to know the specific volumes 
of the more common inorganic acids, sulfuric, nitric, and hydrochloric, 
as a function of the temperature and the acid concentration, both 
for laboratory and for larger scale problems. The importance of having 
such data in an easily usable form is undoubtedly greater in the larger 
scale problems where extreme accuracy is of secondary importance to 
availability and moderate accuracy. In the shipment of such acids 
in a container, such as a drum, carboy, or tank car, it is desirable from 
an economic standpoint to ship the conlainers filled as completely as 
possible. On account of considerations of safety, the danger of excessive 
expansion by temperature increases, and in order to conform to govern- 
ment regulations, it is necessary to ship less than the container will hold 
at the temperature obtaining during the filling operation. 

To facilitate the determination of these specific volumes, therefore. 
Figs. 1 to 7 have been prepared. 

NOMOGRAPH FOR CALCULATION OF MIXTURES OF OLEUM 
AND SULFURIC ACID^ 

Determinations of the proportions of oleum and sulfuric acid required 
for the preparation of a weaker oleum frequently take the form of some 
adaptation of the familiar Pearson's square, as outlined by Santmyers* 
and Fickenscher.^ Concentrations of the components are usually 
expressed on different bases: sulfuric acid as the percentage of total 
HjSOi and oleum as the percentage of free SO 5 . Proper account of 
this situation must be taken in applying the Pearson's-square method, 

' Perry, J. H., and D. S. Davis, Chttn, & Met Eng,, 48, 87 (1935). 

* Chem, <fc Met, Eng,, 48, 150 (1936). 

* Santmyers, G. S., Chem, <fc Met. Eng., 40, 657 (1933). 

* Fickenschbr, J. W., Chem. dt Met. Eng., 48, 159 (1935). 
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and recourse must be made to a conversion calculation before tackling 
the main problem. 

There is evident need for a rapid graphical method where (1) the 
conversion feature is built into the chart and need not be considered in 
its use and (2) the desired proportions are given as percentages rather 



Temp. Deg.C. 




Fio. 1. — Specific volume of hydrochloric acid, 1 to 30 per cent; temperature raiiKe, —6 to 
100®C. {From ** International Critical Tablee”) 


than as numbers of “parts.” Figure 8 handles the problem nomographi* 
cally, and its use is illustrated as follows: 

What percentages of sulfuric acid (97.75 per cent total HjSO*) 
and oleum (30 per cent free SOs) shall be mixed to yield an oleum testing 
12 per cent in free SO$? Following the key, connect 97.75 per cent total 
HjS 04 on the x scale at the left with 12 per cent free SOs on the C scale 
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and note the intersection with the A axis. Connect 97.76 per cent 
total H 2 SO 4 on the x scale at the right with 30 per cent free SOs on the 
Cl scale, and note the intersection with the B axis. Connect the points 
so found on the A and B axes, and read the desired percentages on the 
inclined axis as 55 per cent oleum and 45 per cent sulfuric acid. That 



Fio. 2. - Specific volume of nitric acid, 1 to 30 per cent; temperature range, 0 to 100®C. 
{From ** International Critical Tables,**) 

4 

is, a mixture containing 65 per cent of oleum (30 per cent free SO,) 
and 45 per cent of sulfuric acid (97.75 per cent total HtSO,) will be an 
oleum with a content of 12 per cent free SO*. 

Figure 8 is based upon the relationships 

Pi+Pi= 100 

C, = -4.44(100 - x) 
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f— 0.015 



aolo 

Fio. 3. — Specific volume of nitric acid, 30 to 100 per cent; temperature range, 0 to 100®C. 
{From ** International Critical Tables,**) 


and 


Pi = 100 


C -Ci 

Cl -Cl 


C + 4.44(100 - x) 
Cl + 4.44(100 - x) 


where Pi « percentage of oleum (testing Ci per cent free SOt) in the 
mixture. 

Pt = percentage of sulfuric acid (testing x per cent total H 2 SO 4 ) 
in the mixture. 

C = percentage free SOa in the desired oleum. 
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C 2 = percentage free SO3 deficiency in the sulfuric acid. 
4.44 = the ratio of molecular weights of SOs to H2O. 


ENTHALPY-TEMPERATURE NOMOGRAPH FOR THE SYSTEM NITRIC 
ACID-SULFURIC ACID-WATERI 

In the preparation of mixed acids for nitration processes, as well 
as in the nitration reactions themselves, the temperature and, as a result. 



r 0.0168 
~ 0.0165 


25 


F- 0.0160 



t, Temperofure, Deg.C. 

r '00 
t 80 
t 60 


0.0155 




0.0150 


0.0145 


> 


h- 0.0140 


5 H 


F- 0.0135 


^0.0130 


Fio. 4. — Specific volume of sulfuric acid, 1 to 30 per cent; temperature range, 0 to 100®C. 
{From "'International Critical Tables,'*) 


the heat balance of the system are of prime importance. Recently a 
correlation of all available heat-content, specific-heat, and heat-of-mixing 

' McCurdy, J. L., and Clyde McKinley, Ind, Eng. Chem.j S4, 1002 (1942). 
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data for the ternary system nitric acid-water-sulfuric acid was presented 
as a summarized enthalpy and specific-heat plot, with examples for its 
use in heat-balance calculations.^ 

Owing to the importance of such reactions, it has seemed advisable 
to present these data in a nomograph to facilitate their use. A solution is 
presented in Fig. 9 to calculate the change in enthalpy of mixed-acid 



Fio. 5. — Specific volume of sulfuric arid, 30 to 100 per rent, temperature range, 0 to 100®C. 
{From International Critical Tables'') 


ternary mixtures with increase or decrease in temperature. Figure 10 
shows the relative enthalpy of the ternary system referred to each pure 
component at 32®F. That is, each component in the pure state has zero 
enthalpy at 32®F. By the use of Fig. 10 in combination with Fig. 9, 
it is possible to determine the enthalpy of any acid mixture at any 
* McKmi^r, C., and G. O. Brown, Chem. <& Mel. Eng.y 49 , 142 (1942). 
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temperature relative to the above base and the consequent change in 
enthalpy with change in temperature. With these charts, it is relatively 
simple to make heat-balance calculations for any system containing 
these components. 
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•82 


r- 0.0088 


H 0.0087 


H 0.0086 


u 

a> 

a. 

v/O 


• 00085 


K 0.0084 


I — 0.0085 


L- 0.0082 

Fig. 6. — Specific volume of fuming sulfuric acid, 99 to 108 per cent, 100 per cent H 1 SO 4 , 
20 to 65®C. {From '* Van Nostrand'a Chemical Annual,”) 

The nomograph (Fig. 9) solves graphically the relation 


H = CjAt 


( 1 ) 


where H — change in enthalpy of 1 lb. of mixture. 

Cp = specific heat of 1 lb. of mixture. 

At — change in temperature of 1 lb. of mixture. 
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Since the specific heat is a function of acid composition, Cp does 
not appear on the nomograph; instead, acid compositions are plotted 
in such a way that Eq. (1) is solved. 

* To find the relative enthalpy of 1 lb. of mixed acid containing 60 per 
cent sulfuric acid, 20 per cent nitric acid, and 20 per cent water at 100®F., 


Ill 

no 



o 

VO 

Cvi 

X 



c 

Oi 

KJ 

u 

a> 

(H. 

o 
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108.6 ~ 

108.4 — ■ 
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895 Temperature 

Deg.C. Deg. H 





108.1 H 


(^1 

to 


r- 0.00835 


h- 0.00830 


h- 0.00825 


\— 0.00820 


h- 0.00815 




h- 0.00810 


L 88.2 


^ 0.00805 


Fig. 7. — Specific volume of fuming Bulfuric acid, 108.1 to 111 per cent, 100 per cent HsS04; 
22 to 64®C. {From “ Van Noatrand'a Chemical Annual.") 


for example, it is necessary to read the relative enthalpy of this mixture 
at 32°F. from Fig. 10 and then add the change in enthalpy for the tempera- 
ture change, 32 to 100°F., as given by Fig. 9: 

% HNOa (anhydrous or water-free basis) = M X 100 = 26% 

% total acid = 20 + 60 = 80%. 

From Fig. 10 for 25 per cent nitric acid (anhydrous basis) and 80 per cent 
total acid, the relative enthalpy at 32°F. is read as — 108 B.t.u./lb. of 
solution. On Fig. 0 the acid composition is located at 80 per cent total 
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acid, and 25 per cent nitric acid in the anhydrous acid is extended hori- 
zontally to reference line 0 and thus locates a point representative of 
the specific heat of the mixture. Extending a line through this point 
and a point on temperature scale N corresponding to (100° — 32°), 
we read the change in enthalpy on scale M as 32 B.t.u./lb. of solution. 
The relative enthalpy of the mixture, therefore, at 100°F. is — 108 + 32 
B.t.u., or —76 B.t.u./lb. of solution. The smallest scale possible should 
be used in reading the temperature difference since this leads to the 
greatest accuracy in the enthalpy readings. 



Fio. 8. — Calculation of mixtures of oleum and sulfuric acid. 


Following is an example of the use of the charts in the calculation 
of heat balances commonly encountered in the preparation of mixed 
acids for nitration: A mixed acid containing 55 per cent sulfuric acid, 
10 per cent nitric acid, and 35 per cent water at 90°F. is required for a 
nitration reaction. This is to be prepared by mixing the requisite 
amounts of 30 per cent nitric acid at 70°F., 85 per cent sulfuric acid at 
70°F., and pure water at 60°F. Heat will be liberated in this mixing, and 
enough must be removed so that the temperature of the final mixture 
will not be above 90°F. 

The quantity of heat to be removed may be calculated as follows: 
The total relative enthalpies are obtained by adding the values as read 
from Figs. 9 and 10: 
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Table I 


Mixture 

Relative enthalpy 
at 32°F. 

(Fig. 10) 

Enthalpy change 
32° to r°F. 
(Fig. 9) 

Total 

relative 

enthalpy 

30% HNO, at 70‘’F 

- 60 

28.1 

- 31.9 

Water at 60°F 

0 

28.0 

28.0 

85% HsSO, at 70°F 

-100 

16 5 

- 83.5 

Mixed acid at 90°F . 

-131 

30 5 

-100.5 


100 lb. of mixed acid will require 33.3 lb. of 30 per cent nitric acid, 04.7 lb. 
of 85 per cent sulfuric acid, and 2.0 pounds of water. 



^ Per Cenl HN03\n Anhydrous 

C> 

Fio. 9. — Enthalpy change with temperature for the Hyatem nitric acid-sulfuric acid- 
^ water. 

The heat balance is as follows: 

Enthalpy of entering materials : 

30% HNO, at 70°F 33.3 (-31.9) = -1063B.t.u. 

86% H*S 04 at TO^F 64.7 (-83.6) = -6400 

100% H,0 at 60°F 2 ( 28.0) = ^6 

-6407 B.t.u. 
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Enthalpy of mixed acid: 

Mixed acid at 90®F 100 (—100.5) 

Heat to be removed 

Per 100 lb. mixed acid 

Per lb. mixed acid 

SULFITE ACID NOMOGRAPH^ 

Figure 11 will be found convenient for use in connection with the 
determination of sulfur dioxide, total, free, and combined, in sulfite 
cooking acid. 



Fio. 10. — Relative enthalpy of nitric acid-eiilfuric acid— water mixtures (standard state, 

pure compononta at 32°F.). 

The procedure adopted in nearly every sulfite mill requires the cook 
or an assistant to titrate 1-ml. samples of acid with O.IN iodine and 
sodium hydroxide. Under such conditions, the percentage total SO*, T, 
is given by the equation • 

T = 0.32V, 


= -10,050 B.t.u. 

3643 B.t.u. 

36.43 B.t.u. 


‘Paper Ind., 16,449 (1933). 
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and the percentage free S0», F, is given by 

F = 0.32Va 

where Vi and Va are the volumes of iodine and alkali, in milliliters, 
respectively. The percentage of combined SOx, C, is then foimd from 
the equation 

C = T-F. 

The manner in which the three equations may be quickly solved by 
Fig. 11 without recourse to multiplication and subtraction is illus- 



Fio. 11. — Sulfite aeid; free, combined, snd total SOi content. 


trated as follows: In making the titrations, 16 ml. 'of O.liV. iodine and 
10 ml. of O.liV alkali are used. What are the percentages of total, free, 
imd combined SOx? Opposite 16 on the Vj scale, read 4.8 per cent 
total SOx on the T scale, and opposite 10 on the V a scale, read 3.2 per cent 
free SOx on the F scale. Tte broked line connecting the two pdnts 
crosses liie central axis at C » 1.6 per cent combined SOx. 



AC/D NOMOGRAPHS— MISCELLANEOUS 


13 


NOMOGRAPH FOR DETERMINING STRENGTH OF SULFURIC ACIO> 

The Induetrial Chemist, p. 508, December, 1930, carries a note on a 
rapid method of determining the strength of concentrated sulfuric acid, 



Fio. 12. — Strength of sulfuric acid from temperature rise on mixing with oleum. 


utiliang the temperature rise due to heat of reaction on mixing the acid 
with oleum. 

Twenty-five milliliters of the sulfuric acid at a temperature of t, °C. 
are mixed with 75 ml. of 20 per cent oleum at a temperature of t, **C., 
presumably in a Dewar flask, and the maximum temperature on mixing. 


> Chemt^Awayst, tt, (4), 16 (1984). 
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T ®C., is noted. That portion x ®C. of the temperature rise due solely to 
the heat of reaction is^given approximately by the expression 

X = r - 0.75to - 0.26/,.. ( 2 ) 

The percentage of sulfuric acid, p, is read from a plot of p against x. 

The calculations may be made more conveniently by means of Fig. 12 , 
which incorporates both Eq. ( 2 ) and the empirical formula 

p = 98.73 - 0.240X + 3.376““° (3) 

The use of the nomograph is illustrated as follows: What is the sul- 
furic acid content when the maximum temperature attained on mixing 
25 ml. of the acid at 18^0. with 75 ml. of 20 per cent oleum at 22 ^C. is 
33^C? Connect 18 on the t, scale with 22 on the to scale, and note the 
intersection with the A axis. Connect this intersection with 33 on the 
T scale, and read the desired value as 96.7 per cent H 2 SO 4 on the p scale. 



CHAPTER II 


BOILING-POINT CORRECTIONS AND ELEVATIONS 
BOILING-POINT NOMOGRAPH^ 

In the literature, boiling points are frequently given at pressures other 
than atmospheric; hence it is desirable to have some ready means of cal- 
culating the approximate boiling point under a pressure of 1 atm. Con- 
versely, given only the boiling point imder atmospheric pressure, a rapid 
method of estimation of vapor pressure at some other temperature is of 
interest. 

Both problems may be solved in an approximate manner by means of 
Fig. 13. The index line illustrates the case of toluene, which boils at 
62°C. under a pressure of 154 mm.^ and which, according to the chart, 
boils at 114°C. under atmospheric pressure, the accepted boiling point 
being 111®C. 

The nomograph solves the equation 

^760 = rp(1.648 - 0.226 log p) (4) 

which results from substitution of Trouton's rule 

L = 20.3^760 (5) 

in the integrated Clausius-Clapeyron equation 

where Tyeo = centigrade-absolute boiling point at 760 mm. pressure. 

Tp = centigrade-absolute temperature at p mm. pressure. 

L = latent heat of vaporization, g.-cal./mole. 

R = 1.985 g.-cal. 
as suggested by Adams.* 

Equation (4) and the nomographs are subject to the same limitations 
as Trouton’s rule but are good approximations for normal organic liquids. 

NOMOGRAPH FOR CORRECTION OF BOILING POINTS^ 

For convenience, boiling points are usually determined at atmospheric 
pressure. Since atmospheric pressure is variable, it is desirable to have a 

^ CKemi$t^Analy9tj 20, (3), 7 (1031). 

* Barkbb, J. T., Z. physik, Chem,, 71, 235 (1010). 

* Adams, E. Q., /. Am. Chem, Soc.^ 48, 870 (1020). 

« ChmisirAnaly^t, 80, 57 (1040). 
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simple and reliable method for correcting boiling points to the standard 
pressure, 760 mm. mercury. 



Fia. 13. — Boiling points at pressures of 10 to 1,000 mm. mercury. 

In the case of normal organic liquids, recourse may be had to the sug- 
gestion made by Adams^ of substituting Trouton’s rule 


L - 20.37 

in the integrated Clausiu8-Clape3rron equation 

2.3031og^-^(i-^). 


^ Adams, E. Q., op. eU, 




This c^ves 

T = rp(1.6487 - 0.2252 log p) 

where T » absolute boiling point, °C. at pressure of 760 mm. mercury. 
Tp ^ absolute boiling point, °C. at pressure of p mm. mercury. 

L ^ latent heat of vaporisation, g.-cal./mole. 

R « 1.985. 

The amount by which Tp must be corrected is given by 


Af - r,(0.6487 - 0.2262 log p). 
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This correction is readily obtained by means of Fig. 14, the use of 
which is illustrated as follows: 

What is the boiling point of acetal under normal barometric pressiue, 
if it boils at 100.5®C. under a pressure of 700 mm. mercury? Following 
the dashed line, connect 100.5** with 700 mm. on the right side of the pres- 
sure scale, and read the boiling point correction on the right of the At 
scale as 3.0°C. The corrected filing point is, then, 100.5 + 3.0, or 
103.5*’C. 





Fio. 15. — Boiling-point elevations for common solvents. 


The boiling point of a-chloronaphthalene was determined to be 
264.3'’C. under a pressure of 784 mm. What is its boiling point under 
standard pr^ure? Following the dotted line, connect 264.3” with 
784 mm. on the left side of the pressure scale, and read the correction 
as —1.6” -on the side of the At scale. The corrected boiling point 
becomes 264.3 — 1.6, or 262.7”C. 

The chart can also be used without appreciable error for determining 
bdling pdnts at pressures otherthan the normal barometric, when the 
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boiling point at 760 mm. is known. In this case, the boiling-point scale 
refers to 760 mm., and the signs of the corrections are to be reversed. 
What is the boiling point of ethylbutyrate under a pressure of 720 mm., 
when the boiling point at normal barometric pressure is 120°C. ? Connect 
120^ with 720 mm. on the right side of the pressure scale, and read the 
correction on the right side of the At scale as 2.1"^. Changing the sign, 
this becomes —2.1® and the corrected boiling point is 120 — 2.1, or 
117.9®C. 


BOILING-POINT SLEVi^TION NOMOGRAPH^ 

Figure 15 enables convenient calculation of At, the boiling-point 
elevation in degrees centigrade to be expected when the concentration of 
solute is C moles/kg. of solvent and when 1 mole of solute dissolved in 
1 kg. of solvent raises the boiling point B®C. For convenience, values 
of the boiling-point-elevation constants* for 10 common solvents are 
marked directly on one side of the B scale. 

The equation involved is = BC, which holds for dilute solutions 
of solutes which do not dissociate in the solvent under consideration. 
The dashed line indicates that 0.15 mole of, say, a wax, dissolved in 1 kg. 
of n-octane will raise the boiling point of the solvent 0.65®C. 

‘ Chemist- Analyst^ 22, (1), 10 (1933). 

* Rosanoff, M. a., and R. A. Dunphy, J. Am. Chem, Soc,, 86, 1415 (1914). 



CHAPTER III 


THERMAL CONDUCTIVITIES OF GASES, VAPORS, LIQUIDS, 

AND WOOD 

NOMOGRAPHS FOR THERMAL CONDUCTIVITIBS OF OASES AND VAPORS' 

In connection mth the design of heat-transfer equipment, the chemi- 
cal engineer has frequent need for a convenient and rapid means of 
estimating the thermal conductivities of gases and vapors at various 
temperature levels. Gases and vapors fall into three classes, depending 
upon the manner of the variation of K, the thermal conductivity in 
(B.t.u.)(ft.)/(hr.)(sq. ft.)(°F.), with t, the temperature, in degrees 
Fahrenheit. The data upon which the present work is based are from 
the “International Critical Tables,” as reported by McAdams.* 

Class I: 


K = o(t “ 32) 

where Kn is the conductivity at 32°F. and a is another constant specific 
to the vapor. This equation holds for methane, ammonia, carbon 
dioxide, and nitrous oxide. The broken line in Fig. 16 indicates that 
the thermal conductivity of carbon dioxide at 120®F. is 0.0097 (B.t.u.)- 
(ft.)/(hr.)(8q. ft.)(®F.). Figure 16 is in exact agreement with the pub- 
lished data. 

Class II: 

^ ^ ( 492 -h C \(t^ 460V 

^ V -H 460 -h C A 492 / 

irhere C is the Sutherland constant, specific for each gas of this class. 
This equation holds for nitric oxide, carbon monoxide, oxygen, dr, 
nitrogen, and hydrogen. The use of Fig. 17 is illustrated as follows: 
What is tile thermd conductivity of nitric oxide at — 40®F.? Following 
the key, the vdue of C for nitric oxide is 351. Evduate (t + 460 + C) 
as — 40 + 460 -1- 351, or 771, and connect this vdue on the (t 460 -h C) 
scde with the NO point on the Gas (1) axis noting the intersection with 
the a axis. Connect this intersection with —40 on the temperature 

> Ind. Eng. Chem., 88, 676 (1041). 

'McAdams, W. H., "Heat TraneiniBsion," McGraw-Hill Book Company, Ine., 
New York, 1033. 
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scale, and note the intersection with the /3 axis. Finally, connect this 
intersection with NO on the Gas (2) axis, and read the value oi K aa 
0.0103 (B.t.u.)(ft.)/(hr.)(8q. ft.)(®F.). The nomograph agrees exactly 
with the data upon which it is based. 


Table II. — Constants in the Equations 


Vapor 

Class 

10‘Km 



10 ^ 

10*wi 

n 

c 

Acetone 

III 





524 

2.195 


Acetylene 

III 






1.875 


Air 

II 

1290 






225 

Ammonia 

I 

1160 

220 






Benzene 

III 





476 

2.60 


Carbon dioxide 

I 

790 

204 




• 


Carbon tetrachloride 

III 








Chloroform 

III 




352 



Ethane 

III 







Ethyl acetate 

III 





2.375 


Ethyl chloride . . . . 

III 





504 

2.140 


Ethylene 

III 





947 

1.885 


Ethyl ether 

III 






2.115 


n-Hexane . . 

III 





595 

1.573 


Hexylene 

III 





556 

2.343 


Hydrogen 

II 

9170 






169 

H 2 -CO 2 


i 


938 

578 




H^N, 




779 

1839 




HrNjO 




917 

742 




Methane 

I 

1700 

399 






Methyl acetate 

III 





543 

2.367 


Methyl alcohol .... 

III 





763 

1.741 


Methyl bromide . ... 

III 





332 

2.112 


Methylene chloride . 

III 


, , 


355 



Methyl iodide . . . 

III 


' 



1.950 


Nitric oxide . . . 

II 

1200 






351 

Nitrogen 

II 

1310 






205 

Nitrous oxide. .. . 

I; 

796 

59 






Oxygen 

II 


■ 

■ 




259 

n-Pentane 

III 



\u 



1.890 


Isopentane 

III 


H 

H 

H 

665 



Water 

III 


IH 

■ 


864 




Class III: 

„ _ /« + 600 Y 

This equation was developed for the purposes of this topic, whe'te m and 
n are specific to the vapor, m being identical with Ku except for carbon 
tetrachloride, ethyl acetate, and water, where it is probably only an 
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approximation. This expression is valid for acetone, acetylene, benzene, 
carbon tetrachloride, chloroform, ethane, ethyl acetate, ethyl chloride, 
ethylene, ethyl ether, hexane, hexylene, methyl acetate, methyl alco- 
hol, methyl bromide, methyl chloride, methylene chloride, methyl 



Fio« 16. — Thermal conductivities of gases of Class I. 


iodide, n-pentane, isopentane, and water. The index line in Fig. 18 shows 
that the thermal conductivity of chloroform at 40°F. is 0.00360 (B.t.u.)- 
(ft.)/(hr.)(sq. ft.)(»F.). 

Although only two pairs of K-t values have been reported for hexane, 
hexylene, methyl acetate, methyl alcohol, methyl bromide, the pentanes, 
and water, it seemed better to apply the Class III equation rather than 
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t, Deg.R 
,—400 

i>E 


^ 0.06 

/ CO - ^ 

/ 0^ny^ 

/ 

/ " \oo2 

/X \ 


a008-;-\ 

Q006-’ \ 

-- \ 
aoo4.- 


Key: 

(t4-460fC)-a-6as(0 

fi-K-6as(2) 


02.-300 to 212® K 
N 2 .- 3 OO to 212* F. 
Ain- 300 to 2I2«F. 
H 2 .- 3 OO to 212* F. 
NO. -94 to 212® F. 
CO, -300 to 45® F. 


\ec15e) 

COO 

NO-^ 


-Thermal conductivities of gases of Class II. 
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a linear form. For these compounds, Fig. 18 is in exact agreement with 
the data; for the others the average deviation is about 1 per cent. 


420 

400- 


300 H 


200 H 


100 H 


No. Gas or Vapor 

1 Ace+onc 

2 Ace+ylene 

3 Benzene 

4 Carbon +efrachloride 

5 Chloroform 

6 Ethane 

7 t+hyl ocefafe 

8 E+hyl chloride 

9 Ethylene 

10 Ethyl ether 


Temp. Deg.F 
32 - 363 
-103 - 212 
32 - 414 
115 - 363 
32 - 363 
-94 - 212 
115 - 363 
32 - 416 
-96 - 212 
32 -414 


18 






in 

£ 

2 

S 

K 

E 




^5 






















7 

X o ° o8 

^ Oj 

*3‘b|2 

20 o 


oil 


ol9 


021 


o9 

02 





1 1 Hexane 

12 Hexylene 

13 Methyl acetate 

14 Methyl alcohol 

15 Methyl bromide 

16 Methyl chloride 

17 Methylene chloride 

18 Methyl iodide 

19 Pentane (n) 

20 Pentane (iso) 

2t Water 


32 - 68 

32 - 212 
32 - 68 

32 - 212 
32 - 212 
32 - 416 
32 - 416 
32 - 212 
32-68 
32 - 115 
115 - 212 



14 


hl6 


Hl8 


19 


Fio. 18. — Thermal conductivities of gases and vapors of Class 111. 


The thermal conductivities at 32‘’F. of mixtures of hydrogen and 
carbon dioxide, hydrogen and nitrous oxide, and hydrogen and nitrogen 
are related to the percentage of hydrogen, x, by the expression 




62 ? + c 
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where b and c depend upon the components. The equation was developed 
in connection with Fig. 19, where the broken line indicates that a mixture 
of hydrogen and nitrous oxide testing 21 per cent hydrogen has a thermal 


100 



0-J 

Fio. 19. — Thermal conductivities, at 32®F., of mixtures of gases with hydrogen. 


conductivity of 0.0173 (B.t.u.)(ft.)/(hr.)(sq. ft.)(°F.) at 32®F. Figure 19 
yields values correct to about 2 per cent. 

Table II lists the values of the various constants in the four equations 
and enables construction of full-scale charts. Equations for classes I 
and II are given by McAdams.^ 


Ihid., p. 328. 
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THERMAL CONDUCTIVITY OF LIQUIDS^ 

Few data on the thermal conductivity of liquids at varying tempera- 
tures have been known accurately. Data that have appeared have not 
been presented in the most convenient fashion. New equations have 
been fitted to these data, and nomographs for covering a considerable 
temperature range for each of the systems water-methanol, water- 
ethanol, and water-glycerol have been constructed. 

Badger and McCabe^ state that 'Hhe temperature coefficients of 
thermal conductivity are known with accuracy only for water among 
the liquids.^' Excellent data are now beginning to appear, and we are 
indebted to Bates* for a complete investigation of the thermal con- 
ductivities of aqueous glycerol solutions between temperatures of 10 
and 80^0., and to Bates, Hazzard, and Palmer^ for similar data covering 
aqueous methanol and ethanol solutions between 10 and 60®C. 

Table III. — ^Tabulation of a and b Values in Terms op c 
Methanol: 

a - 0.3076 - 0.002391c + [3.008ci - 0.02204(c - 40)* ‘«110“» 

h - [51,130 - 992.2c + 0.689(c - 40)* «»]10-* 

Ethanol: 

a « 0.3081 - 0.002612c + 0.636c* ®wi0-* 
c < 62.5 

h - (49,700 - 908c)10“« 
c > 62.5 

a - 0.3116 - 0.002668c + 0.636c* omIO”'*^ 
h » (38,810 - 732c) 10”* 

Glycerol: 

a - 0.3082 - 0.001736c + 0.00760c* »»10“«^ 
b - [ 49,330 - 623.2c + + 614(c - 67)> 

The data are presented in tabular form and as plots of conductivity 
against temperature for constant composition and as isotherms on con- 
ductivity-concentration plots. Conductivity values are given in (g.-cal.) 
(cm.)/(sec.)(sq. cm.)(°C.). In view of the importance of the data, it 
appears worth while to effect a more convenient nomographic presenta- 
tion yielding conductivities in English engineering units, m., (B.t.u.) 
(ft.)/(hr.)(8q. ft.)(T.). 

* Chem, A Met. Eng., 46 , 356 (1939). 

* Badger, W. L., and W. L. McCabe, Elements of Chemical Engineering,*' 
McGraw-Hill Book Company, Inc., New York, 1936. 

* Bates, O. K., Ind. Eng. Chem., 26, 431 (1933). 

^ Bates, 0. K., G. Hazzard, and G. Palmer, Ind. Eng. Chem., Anal. Ed., 10, 
314 (1938). 
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Hyperbolic Sine Equation. — Bates, Hazzard, and Palmer quote the 
Barratt-Nettleton equation* for calculating the thermal conductivity of 



I- 30 


h- 40 


H 00 


g 

3 


CL 

E 


80 


100 


120 


140 


160 


Fio. 20. — Thermal conductivities of ethanol-water mixtures. 


binary liquid mixtures when the conductivities of the two liquids are 
known: 

K sinh (100m) ~ Ki sinh (pim) + sinh (p^m) 

^ “International Critical Tables,” Vol, V, p. 227, McGraw-Hill Book Company, 
Ino., New York, 1920. 
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where pi and p* are the percentages by weight of the two constituents 
and M is a constant specific to the constituents and independent of 
temperature in the ranges encountered in the investigation. 

Although this is an extremely simple equation, considering the nature 
of the data, it requires a knowledge of the conductivities of the pure 
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100 
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Fio. 21. — Thermal oonduetivities of methanol-water mixtures. 


components at the temperature in question and is thus not w^U adapted 
to nomographic presentation. For this reason and in the interests of 
greater precision, new equations correlating the data have been developed. 
The thermal conductivity K in (B.t.u.)(ft.)/(hr.)(sq. ft.)(°F.) is related 
to4he Fahrenheit temperature ( by the expression 

K ^ o bt 
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where, for the various binary mixtures, a and b are defined in terms of c, 
the percentage by weight of the solute, as given in Table III. 

Figures 20 to 22, constructed from these equations, afford a rapid 
and accurate means of calculating the thermal conductivity in terms of 



Fio. 22. — Thermal .conductivities of glyoerol-water mixtures. 

the concentration of the solute and the temperature since a straight line 
will cut the three scales in values physically consistent. It will be noted 
that for certain concentrations thermal conductivities are independent of 
temperature, t.e., 52 per cent methanol, 53 per cent ethanol, and 93 per 
cent glycerol. 
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Tablb IV. — Comparative Accuracy op Hyperbolic Sine Equation and New 

Expressions 


System 

Tempera- 
ture, “F. 

Percentage 
solute by 
weight 

Percentage deviation of 
calculated from 
observed values • 

B -N Eq.* 

Present 

equations 

Water-methanol 

50 

20 

Km 

-0.8 



40 

mSlM 

-0.8 



60 

HiK 

-0.8 




0.3 

0.3 


86 



-0.5 





-1.5 




-1.8 

-0.9 



80 

-2.6 

-0.3 


122 

20 


-0.2 



40 

-1.7 

-1.2 




-4.4 

-1.0 




-4 3 

0.8 

Water-ethanol 

50 



-0.5 



40 

0.1 

-0.2 




-1.5 

-0.8 




-1.7 

-0.3 


86 

20 

1.4 

0.8 




-1.2 

-1.8 




-2.6 

-1.8 




-2.5 

-0.5 


140 


1.3 

0.6 



40 

-1.3 

-1.3 




-3.4 

-1.3 



80 

-2.5 

0.2 

Water-glycerol 

50 

20 

0.6 

0.1 



40 

0.2 

0.1 



60 

-1.3 

-0.1 

. 


80 

-2.5 



104 

20 

0.1 

-0.3 



40 

-1.1 

-0.4 




-3.6 

-0.9 



80 

-3.7 

0.1 


176 

20 


MM 



40 


mm 



60 


-0.3 




mm 

0.5 

Average 



1.76 

■KEigi 


* For methanol, ethanol, and glycerol valuei of 100 m ere 0.00, 0.04, and 0.65, r^peotively. 
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Accuracy of Equations. — Table IV compares the accuracy of the 
Barratt-Nettleton equation with the present expressions by listing the 
percentage deviations of the calculated values from the observed values 
over representative concentration and temperature ranges. The new 
equations deviate by an average of 0.6 per cent from the observed values 



Fio. 23. — Thermal conductivity of wood, based on current moisture content. 


as against an average deviation of 1.75 per cent for the hyperbolic sine 
equation. 

THBRMAL-CONDUCTIVITY NOMOGRAPHS FOR WOOD^ 

From exhaustive experimental data^ MacLean* developed two expres- 
sions for calculating the thermal conductivity of wobd: 

K « 0.08335(1.39 + 0.028ilf) + 0.0138 (7) 

^ ^ Ind. Eng. Ckem., 86 , 673 (1943). 

* MacLaan, J. D., Heatingf Piping^ Air Conditumingj 18, 380 (1941), 
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K 


0.08335,(1.39 + 0.028M) . 
1 - 5,(0.27 - 0.009M) ^ 


( 8 ) 


where K = thermal conductivity, (B.t.u.)(ft)./(hr.)(sq. ft.)(®F.). 

S = specific gravity at current moisture content and weight when 
ovendry. 

Sff = specific gravity based on volume when green and weight 
when ovendry. 

M = moisture, per cent. 

0.037 T 


0.04 H 


005 


0.06 H 


0.08 H 


o.to H 


0.15 -f 
0.17 ^ 


o 


or 

to 

1 .* 

X 

1. 

V 

a 




r-O.IO 


1 - 0.12 


h-0.14 


-0.16 


H0,I8 


h-0.2 




: \ 

^ 0.4 

^ 0.6 
^ 0.8 



° M,pVc«n/Moi5+ure 


Fio. 24. — Thermal conductivity of wood, based on volume when green. 

The use of Fig. 23, which presents a nomographic solution of Eq. 
(7), is illustrated as follows: What is the thermal conductivity of wood 
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when the specific gravity, based on the current moisture content and the 
weight when ovendry, is 0.41 and the moisture content is 10 per cent? 
Connect 0.41 on the S scale with 10 on the M scale, and read the thermal 
conductivity as 0.071 (B.t.u.)(ft.)/(hr.)(8q. ft.)(‘’F.) on the K scale. 

The use of Fig. 24, which presents a nomographic solution of Eq. (8), 
is illustrated as follows: What is the thermal conductivity of wood when 
the specific gravity, based on the volume when green and the weight 
when ovendry, is 0.30 and the moisture content is 20 per cent? Connect 
20 on the M scale with 0.30 on the Sg scale, and read the thermal con- 
ductivity as 0.064 (B.t.u.)(ft.)/(hr.)(sq. ft.)(®F.) on the K scale. 



CHAPTER IV 

DISTILLATION, EVAPORATION, AND EXTRACTION 


NOMOGRAPHS FOR THE ABSORPTION-FACTOR EQUATION' 

In certain methods for the design of multicomponent absorbers and 
column stills,* the following type of equation appears: 


E = 


- A 
A«+i - 1 


where E — “efficiency” of the operation. 

A = LIKjV, absorption factor. 

N =: number of theoretical plates required. 

The nomographs for this equation (Figs. 25 and 26) were developed 
by the use of determinants and transformations as described by Allcock 
and Jones.* 

The use of the charts is made clear by the three operations: (1) Make 
the simple calculation of A — E. (2) Extend a line from A — E through 
A. (3) Find N on the network at the intersection of this line with the 
proper value of E. 

For a given case, the choice of chart may depend on a trial, but in 
general the higher range chart (Fig. 26) will be found to seire for the 
Ugher values of E. 

Because of a piathematical quirk, these charts give an infinity of 
solutions when A — 1. However, in this special case the equation 
simplifies to 


N 



or 


E 


N 

N + i’ 


When either A or E is the unknown, the straightedge should be 
pivoted around the known point on the chart until it intersects the remain- 
ing scales in complementary values. 

' Chabb, Shbbwin, Ind. Eng. Chem., S4, 1499 (1942). 

*Bbown, O. G., et al., Trant. Am. I tut. Chem. Eng., SO, 438-646 (1938-1984); 
SovBBBS, M., and G. G. Bbown, Ind. Eng. Chem., 24, 619-622 (1932). 

* AuiCock, H. J., and J. R. Jones, “The Nomogram,” Sir base Ktmaa A Sons, 
Ltd., 1941. 
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NOMOGRAPHS FOR MINIMUM REFLUX RATIO AND THEORETICAL PLATES 
FOR SEPARATION OF BINARY MIXTURES^ 

Often distillation problems can be simplified so that the separation to 
specified purities of only two components, having constant relative 
volatility and obeying Raoult’s law, is necessary. Usually the first step 
in such problems is the fixing of boundary conditions, viz., (1) the estima- 


I C160 

a 

o 

0.55 


Fio, 26. — Absorption factor. 

tion of the minimum number of plates at infinite reflux, and (2) the 
estimation of the minimum reflux ratio at infinite plates. These can be 
computed by the following algebraic expressions: 


1 Smoker, E. H., Ind. Eng. Ckem., 84« 509 (1042). 




Efficiency" of fhe Opera+ion, 
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Fig. 26. — Absorption factor. 
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where Nunt — minimum theoretical plates required at infinite reflux 
ratio. 

Amin minimum reflux ratio required at infinite theoretical 
plates. 

Xr as mole fraction of lower boiling component in fe^. 
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xo = mole fraction of lower boiling component in overhead 
product. 

a = relative volatility of the two components. 

The terms Xf and Xo, which normally refer to the feed and overhead com- 
positions, can in Eq. (9) represent any two liquid compositions in the 
column as long as xo is greater than xf- 



Fio. 27. — Minimum number of theoretical plates at infinite reflux. 


Since these two equations are used frequently, nomographs have been 
constructed for them by well-known mathematical methods.^ Figure 27 
is a common type of nomograph having the four variables expressed along 
each of four individual straight lines. There are two pairs on either side 
of the tie line, xo and Xf on the right, and Num and a on the left. From 
the point where a straight line through the values of the two known 

^ Allcock, H, J., and J. R. Jones, **The Nomogram — The Theory and Practical 
Construction of Computation Charts,” Pitman Publishing Corporation, New York, 
1082. 
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variables of either pair cuts the tie line, another straight line is drawn 
through the known value of the third variable to obtain the required 
value of the fourth. 

Figure 28 is a grid-type nomograph in which the values of two of the 
variables xr and a are expressed along two intersecting families of curves. 
A single point within the intersection area represents fixed values for these 
two. Therefore three points, one within the grid area and the other two 



on the Xo and Ruof lines, fix the values for all four of the variables. Since 
the positions of two of the points are always known, the third point, and 
therefore the fourth variable, can be determined by drawing a straight 
line through the two known points. 

EVAPORATION NOMOGRAPH^ 

When dealing with evaporators, it is frequently necessary to calculate 
the amount of water evaporated per 100 lb. of thin liquor. 

Let < = solids in thin liquor, per cent. 

8 » solids in thick liquor, per cent. 

W *= lb. water evaporated per 100 lb. thin liquor. 

* Ind. Eng. Chem., SS, 819 ( 1941 ). 
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Fio, 29, — Evaporation. 



Then 100 — s = percentage of water in the thin liquor and 

100 — S = percentage of water in the thick liquor. 

The number of pounds of water evaporated per pound of solids is 

100-8 100 - S 

> 


8 
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and the number of pounds of water evaporated per 100 lb. of thin liquor is 

The expression 

100 ( 1 -i) 

is solved conveniently by Fig. 29, in which the broken line indicates that 
84.7 lb. of water are evaporated from 100 lb. of thin liquor in changing 
the concentration from 2.60 to 17.0 per cent solids. The chart can be 
used for values of s and S below the range of the scales by moving the 
decimal point in these values one place to the left without changing the 
W scale in any way. Thus the broken line also shows that 84.7 lb. of 
water are*removed from 100 lb. of thin liquor in increasing the concentra- 
tion from 0.260 to 1.70 per cent solids. What is IF for s = 60 and 
S = 80? Sixty is beyond the range of the s scale, but W can be found 
to be 25 by connecting 6 on the a scale vaih 8 on the S scale. 

EXTRACTION NOMOGRAPH FOR SOLUTE-FREE SOLVENTS^ 

In their discussion of the theory of continuous countercurrent extrac- 
tion under equilibrium conditions. Badger and McCabe* quoted Baker's 
equation* for the case of solute-free solvents 

^ “ 1 + a„(l + o + • • • a”-‘) 

Sd/s/, the ratio of unextracted solute to solute entering with 
fresh solids. 

number of cells or units in battery. 

Sn/snf which is predicated upon constant retention of liquid 
by solids within system and is constant for all cells except 
the last. 

number of any cell except the last, 
value of a for cell m. 

weight of solute in solution adhering to solids discharged 
from system, Ib./lb. inert solid. 

weight of solute in solution on fresh solids fed to system, 
Ib./lb. inert solid. 

weight of solute in solution overflowing from nth cell, Ib./lb. 
inert solid. 

^ Ind. Eng, Chem,, 84, 1014 (1042). 

*Badobb, W. L., and W. L. McCabe, Elements of Chemical Engineering,** p. 
426, McGraw-Hill Book Company, Inc., New York, 1936. 

>Bakbb, £. M., Chem, dt Met, Eng,, 48, 660-671 (1035). 


where F = 

m = 
a a= 


n * 

8d = 
«/ =■ 
-s. - 
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8n weight of solute in solution in underflow from nth cell, Ib./lb. 
inert solid. 

In a form explicit in m, this equation becomes 


m 



- (1 - F)(l - a) 

Fan 

logo 


( 12 ) 



Fio. 30. — Extraction, for solute-free solvents. 
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The determination of the number of cells, m, required to satisfy given 
conditions is facilitated by the nomograph which, for convenience, deals 
with \/F rather than f , although based upon Eq. (11) or (12). 

' The use of Fig. 30 is illustrated as follows : How many units are needed 
when 1/F, the ratio of solute entering with the fresh solids to the unex- 
tracted solute, is 220 and and a have the values of 2 and 3.2, respec- 
tively? Following the arrows, connect 2 on the am scale with 220 on the 
1/F scale, and project the isopleth to meet the vertical line for a = 1. 
Then proceed horizontally until an intersection with the vertical line 
for a =*: 3.2 is attained. The intersection is just below the curve for 
m » 5, showing that four cells are insufficient and that five cells provide 
a little. more capacity than is required. 



CHAPTER V 


FLOW OF FLUIDS AND RELATED NOMOGRAPHS 


AIR-LIFT NOMOGRAPH^ 

In connection with air-lift operation, it is frequently necessary to 
calculate the volume of free air, i.c., air at atmospheric temperature and 
pressure, required to raise 1 gal. of water through a certain distance when 
the depth of water above the air inlet is known. 

This calculation may be readily made by means of Fig. 31, which 
solves the equations 


and 


lOOH 

h + H 


V = 


Clog 


h 

H + 34 
34 


where h is the total lift in feet or distance from the surface of the water to 
the discharge outlet; H is the running submergence in feet or depth of 
water above the air inlet (see Fig. 31); S is the percentage submergence; 


Table V. — Values of Air-lift Constant 


S, percentage 
submergence 

Values of C* 

Air line outside 
discharge pipe 

Air line inside 
discharge pipe 

35 

216 

162 

37 


171 

40 

246 

185 

45 

272 

204 

50 

296 

228 

55 

318 

262 

60 

335 

285 

65 

348 

306 

70 

358 

322 

75 

366 

330 


* Ingersoll-Rand Air Lift Catalog, No. 77, p. 15. 

^ Chem. & Met. Eng,, 89 , 101 (1932). 
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Key 

Conned fh+H) and H| 
Connect $2 and H2 
Connect S\ and h 




Fio. 31. — Air-lift nomograph. 
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C is a value depending upon the percentage submergence and the position 
of the air inlet pipe; and V is the volume of free air in cubic feet required 
for 1 gal. of water. C assumes the values given in Table V. 

The broken lines illustrate the use of the chart when the running 
submergence is f/ = 410 ft., the total lift is A = 600 ft., and the air line 
is outside the discharge pipe. Connect h + H = 910 with H = 410 
on the Hi scale, and project the line to meet the percentage submergence 
scale jSi in the value 5 = 46.1 per cent. Connect 45.1 on the S 2 scale 
with 410 on the H 2 scale, and note the intersection with the Si axis. 
Connect this latter point with 500 on the h scale, and read F as 1.65 cu. ft. 
of free air per gallon of water. 


ECONOMIC PIPE-DIAMETER NOMOGRAPH^ 

The equation D< = 2.2 k;0-^Vp° upon which Fig. 32 is based, gives 
the economic pipe diameter A, inches, in terms of w the weight flow, 
thousands of pounds mass per hour, and p the fluid density, pounds mass 
per cubic foot. The constant 2.2 also takes proper cognizance of the 
estimated number of hours operation per year, the cost of electrical energy 
for pumping, fractional amortization and maintenance, fraction of cost of 
pipe needed for fittings and erection, the cost of steel pipe, and the 
estimated average efficiency of motor and pump. 


NOMOGRAPH FOR EQUIVALENT DIAMETERS OF ANNULI^ 
The Dittus-Boelter equation® 

0.0225 


is used in estimating the film coefficient of the fluid flowing in the annular 
space between standard iron pipes although it was originally developed to 
cover turbulent flow inside clean round pipes where D is the inner diam- 
eter of the pipe in feet. For annuli, D is replaced by the equivalent 
diameter as given by the expression 


D2* - Di 

12D 


where Di is the outer diameter of the inner pipe and D 2 is the inner diam- 
eter of the outer pipe, both in inches. 

^ Perry, J. H., Chemical Engineers’ Handbook,” 2d ed., p. 816, McGraw-Hill 
Book Company, Inc., New York, 1941. 

^Chetn. & Met Eng., 49 , 148 (1942). 

• Univ. Calif, Pub. Eng,, 9, 443 (1930); McAdams, W. H., ‘‘Heat Transmission,” 
p. 169, McGraw-Hill Book Company, Inc., New York, 1933; Badger, W. L., and W. L. 
McCabe, ‘‘Elements of Chemical Engineering,” p. 134, McGraw-Hill Book Company, 
Inc., New York, 1936. 
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WEIGHT FLOW 
Thousands of 
pounds mass 
per hour 

ur 

crIOOO 


fc-500 


FLUID DENSITY 

Pounds mass 
per cu.ft. 

P 

I— QOOOl 


h 0.0002 


-200 

^100 

r-50 

-20 

=-10 

-2 

=05 

-a 2 

=^.l 

=ao5 

-ao2 

—001 

=0005 

-0002 

—0001 


ECONOMIC 

DIAMETER 

INCHES 

Di 

I— 100 


t-50 


h20 


b-io 


h5 







hO.2 


L-0.1 


^0.0005 

^aooi 

- 0.002 

E 0.005 
^0.01 
-ao2 

Eo 05 

^0.1 

- 0.2 

Eos 

-2 

Es 

^10 

-20 

Eso 

,^100 

-200 


Fio. 32. — Economic pipe diameter. 
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While actual diameters must be used in the latter equation, Fig. 33 
permits convenient calculation of the equivalent diameter in terms of the 
nominal pipe sizes. The use of the chart is illustrated as follows: What 
is the equivalent diameter of the annuius between 3^- and 5-in. standard 



L-05 

Fio. 33. — Equivalent diameters for annular spaces between concentric pipes. 


iron pipes? Connect 5 on the Z>j scale with 3i on the Di scale, and read 
the equivalent diameter as 0.197 ft. on the D scale. 


OAS-DBNSITY NOMOGRAPH 

The use of Genereaux’s chart* for gas densities (Fig. 34), based on the 
equation 

* Pbbbt, J. H., "Chemical Engineers’ Handbook,” 2d ed., p. 263, McGraw-Hill 
Book Company, Inc., New York, 1941. 



48 


CHEMICAL ENGINEERING NOMOGRAPHS 


MP 

" " 1.315r 

where p =* gas density, Ib./cu. ft. 

M = molecular weight. 

P == absolute pressure, atm. 

T = absolute temperature, °K. 

is illustrated as follows: What is the density of methane at 10 atm. 
absolute pressure and 300°C. ? Connect 300 on the temperature scale with 
10 on the pressure scale and note the intersection with the reference line. 
Connect this point with the point labeled CH4 on the molecular-weight 
scale and read the density as 0.21 Ib./cu. ft. 

PIPE-FLOW NOMOGRAPH^ 

Gas Example. — Air at a pressure of 120 lb. /orce/sq. in. gauge and a 
temperature of 30°C. is flowing at the rate of 500 lb. mass/hr, through a 


Table Va. — Molecular Weights op Gases 
For use with Fig. 35 


Acetylene 

26.0 

Helium 

4.0 

Air 

29.0 

Hexane 

86.1 

Ammonia 

17.0 

Hydrogen 

2.0 

Argon 

39 9 

Hydrogen bromide 

80.9 

36.5 

Bromine vapor 

159.8 

Hydrogen chloride 

Butane 

58,1 

Hydrogen cyanide 

27.0 

Butylene 

56.1 

Hydrogen fluoride 

20.0 

Carbon dioxide 

44.0 

Hydrogen sulfide 

34.1 

Carbon monoxide 

28.0 

Methane 

16.0 

Chlorine 

70 9 

Methyl chloride 

50.5 

Cyanogen 

52.0 

Nitric oxide 

30.0 

Ethane 

30.1 

Nitrogen 

28.0 

Ethylene 

28.0 

Oxygen 

32.0 

Fluorine 

38.0 

Pentane 

72.1 

“Freon-11 ” 

137.4 

Propane 

44.1 

'‘Freon-12” 

120.9 

Propylene 

42.1 

''Freon.21” 

102.9 

Sulfur dioxide 

64.1 

''Fpeon.22” 

86.5 

Water 

18.0 

“Freon-113” 

187.4 



2-in. standard steel pipe. What is the pressure drop per foot of pipe? 
The actual inside diameter is 2.067 in. The pressure of the air is 
(120 + 14.7)/14.7 9.16 atm. abs. Connect Di = 2.067 with w * 0.5, 

and extend the line to intersect the reference line at A » 6.15. Connect 
30^C. on the gas temperature scale writh molecular weight » 29 and inter- 

» Pbbbt, J. H., ''Chemical Engineers’ Handbook,” 2d ed., p. 804, MoOraw-Hill 
Book Company, Inc., New York, 1941. 
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Pressure 



Fio. 34, — Gas-density chart. 
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sect the Ihie at 7.1. Join this last intersection with point A, inter- 

secting the Ap(P)/L line at 0.008. The pressure drop is then 


0.008 

9.16 


0.00087 Ib./orce/sq. m./£t. of pipe. 


Viscosity and Density Values.— Oases. — ^Temperature and molecular 
weight scales are given on Fig. 35 in the form of a line-coordinate chart by 
which values of /ie®*^Vp atmospheric pressure are determined directly. 
While it is true that the viscosities of gases and gas mixtures are not 
exactly proportional to the molecular weights, the error is small when the 
0.16 power of the viscosity is used. 


Table V&. — Coordinates for Liginos and Aqueous Solutions 
• For use with Fig. 35 


Acetaldehyde 

Acetic acid, 100% 

Acetic acid, 77% 

Acetic anhydride 

Acetone, 100% 

Acetone, 35% 

Ammonia, anhydrous 

Ammonia, 26% 

Aniline 

Benzene 

Butanol 

Calcium chloride brine, 25%. . . 

Carbon disulfide 

Carbon tetrachloride 

Chloroform 

Chlorosulfonic acid 

Cyclohexanol 

Diphenyl 

Ether 

Ethyl acetate . 

Ethyl alcohol, 95% 

Ethyl alcohol, 45% 

Ethyl chloride 

Ethylene glycol 

Formic acid 

*‘Preon-ir' 

''Freon.l2'' 

“Freon-21” 

“Fireon.22” 


X 

Y 


X 

Y 


3.7 

"Freon 113” 


6.2 


4.0 

Glycerol, 100% 

6.9 

1.8 

2.6 

3.8 

Glycerol, 50% 




4.3 

Hydrochloric acid, 31.5% 

1.1 

4.2 


3.4 

Linseed oil, raw 

3.4 

1.8 

2.7 

3.7 

Mercury 

See chart 

min 

3.6 

Methanol, 100% 


3.3 

1.9 

3.6 

Methanol, 40% 

2.8 

3.6 

2.5 

3.4 

Methyl acetate 

■G 

4.2 

■twn 

3.6 

Methyl chloride 

Be 

4.3 

2.6 

2.6 

Nitric acid, 95% 

BE 

5.8 

2.6 

4.2 

Nitric acid, 60% ... ^ 

1.5 

4.8 


5.6 

Nitrobenzene 

1.7 

4.4 



Octane 


2.7 



Phenol 

2.4 

3.4 

1.5 

5.8 

Propionic acid 

mm 

m 

5.3 

2.2 

Sodium chloride brine, 25%. . . 

2.1 

4.4 


HE 

Sodium hydroxide, 50% 

5.3 

3.7 

-0.3 

3.2 

Sulfur dioxide 

BE 

6.1 

■iir 

3.9 

Sulfuric acid, 110% 

3.7 

4.7 

1.9 

HE 

Sulfuric acid, 98% 

3.6 

4.8 

3.6 

3.4 

Sulfuric acid, 78% 

3.2 

4.8 


4.3 

Tetrachlorethylene 


6.2 

3.5 

2.9 

Toluene 

0.4 

3.6 

1.5 

4.6 

Trichlorethylene 

Bin 

5.9 

■»Mt] 

6.2 

Turpentine 

1.1 

3.1 

-1.2 


Vinyl acetate t 

0.4 

4.2 

BE 

HP 

m 

lii 

Water 

H 

4.2 


laquids . — A separate temperature scale and a grid are g^ven on the 
chart. Coordinates pven in Table \h locate the point for a given 
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liquid on the grid; a line through the point and the ^ven temperature 
determines ‘ */ p directly. Coordinates for liquids not given in the table 
may be determined by calculating values of /»»“■* Vp for t^o temperatures 
and noting the intersection of lines connecting corresponding values of 
Pc®'’Vp tiod temperature. 

Liquid Example. — A 25 per cent calcium chloride brine is to be pumped 
through a line at 250 gal./min. at a temperature of 0°C. If the allowable 


TURBULENT REGION 

DIAMETER WEIGHT 
FLOW 

Actual mstde Thousands of 

diam in inches lb. mass per hr lb massjier hr 


MASS 

VELOCITY 


PRESSURE DROP 


BASED ON CLEAN STEEL PIPE 


Thousands of ( Multiplied by pressure in\ 

\ atmospheres for gases / 


rSO 

>40 

-30 

-20 


;a8 

■Q6 

■05 

■04 

Lq2 


^lOOtOOO 

saooo 

2a000 

10,000 

5toa 

ZOOO 

fc - 1,000 
^ 500 

"200'^ 

■100 

50 

20 

■to 

5 

2 

■I 

02 

■01 

005 

002 

■001 

0005 

0002 

■0001 


massper 
r sgEt 

G 


- 10,000 
; 5,000 


Cenhpoises^*^ 

lb.mass/cu ft. at lafia 


Lb force per sq in Inches witer 
per ft pipe 


B 


2,000 
-lOOT 


|-I5 

1-14 

13 

12 

^1 


h 500 

200 
r 100 

- 50 

- 10 

: 5 

2 

-I 


10 

1-9 


A^ 


•^(P) 

100 - 

10 - 


'\ 


? he 


I-: 

\ 

0^ 




./OOOI^ 


ty 


00001 -± 


6 

5 

4 

I- 5 

I* 2 

I 


00001 

0000001 


per ft pipe J 


ai6 


^1 


■1000 

500 

■100 

50 

-10 

5 




Vqoi \ 

0005 


0001 
r Q0005 

V 00001 

Q00005 

Lqooooi 


lOOq 

50H 

20 

10 - 

/ 

2 ■ 
l- 
05 

02- 

QH 

002 


QOl 


(KW 

Q002 

qooK 


I 


2 - 

4-^ 

6-^ 
10^ 

jO-^ 

40-4 3 
604 -5 
100^ ^ 
200-^ 


Gases 

I - See fable for 
^ molecubr w^l^ 


Gases 

-100 -J 

-50d 

O-H 

’“¥| 
100 1 


2 4 6 8„ 




Mercury 


200 
300 -£ 
400 
500 it 
600-L|5o 
700“ 

600- - ^ 
900 - r too 


, Liquids ^ 

2 Seehiblefor <000^ 

4 coordinates 
’ T 


Liquids 


•300 

3-250 

-r200 


hSO 

0 
L.30 


Fio. 36. — Pipe-flow chart. 


pressure drop is 0.006 lb. /orce/sq. in./ft. of pipe, what size of pipe is 
required? Connect 0°C. on the liquid temperature scale with the inter- 
section of grid values X = 2.6 and Y = 4.2 show'n in Table Y6. Extend 
the Ime to = 0.0179 and connect that point to Ap/L = 0.006 and 
extend to the reference line at point B = 11.65. Connect point fi through 
IP =» 147, (since at density of 73.3 lb. moss/ou. ft., 2M gal./min. = 
147,000 lb. ma«s/hr.} to intersect at A 5.5 in., indicating a 6-in. pipe. 
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ORIFICE NOMOGRAPH^ 

Frequently .it is necessary to calculate the rate of flow of water 
through standard orifices, nozzles, and spray pipes. The discharge 
expression 

Q = CAV 

where Q = rate of flow, cu. ft./sec. 

C = orifice constant, dependent upon design. 

A = area of orifice, sq. ft. 

V = velocity of flow, ft./sec. 
can be written 

Q = CA = 8.02CA Vh 

by substituting \/2^ for V, where h is the head of water in feet. To 
avoid small numerical values, the rate of flow in gallons per minute is 
more convenient and is given by 

R = 19.64Cd2 Vh 
where d = diameter of orifice, in. 

Figure 36 solves the expression readily and bears several gauge points 
corresponding to values of C for four commonly used types of orifice: 
the short or free-running Borda mouthpiece, square and beveled orifices 
in thin plates, and an orifice in a plate of thickness equal to two to three 
orifice diameters. ^ 

As an illustration of the use of the chart: What is the rate of flow, 
in gallons of water per minute, through a i-in. hole in a wall f in. thick 
imder a head of 30 ft. of water? The thickness of the wall is 2.6 times 
the diameter of the hole, corresponding to a coefficient of 0.82. Following 
the key and the broken lines on the chart, connect 0.82 on the C scale 
with 30 on the h scale, and note the intersection with the A axis. Connect 
this intersection with \ in. on the d scale, and read the rate of flow on 
the R scale as 6.62 gal./min. 

Conversely, what head is needed to ensure a rate of flow of 20 gal. of 
water per minute through a standard beveled orifice in a thin plate? 
Connect i in. on the d scale with 20 on the R scale, and note the inter- 
section with the A axis. Connect 0.61, the gauge point for a standard 
orifice, with this intersection, and produce the line to meejb the h scale 
at 44.8, the required head in feet. Index lines for this solution are not 
shown on the chart. 

I Ind. Eng. Chem., 38, 420 (1941). 

* Pbrbt, J. H., Chemical Engineers’ Handbook,” 2d ed., pp. 866, 867, McOraw- 
Hill Book Company, Inc., New York, 1641. 
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Key: C-A-h 
A-R-d 

A 


100 


‘300 


E- 80 


200 



Fig. 36. — Orifice flow. 



I 

6 


ho.i 




I 

ie 


Laos 


NOMOGRAPH SOLVES FLOW EQUATIONS FOR THIN*PLATE ORIFICES^ 

For everyday application to problems in flow measurement, no device 
is more useful than the thin-plate orifice. Only one dimension must be 

^ SCHILUNG, C. J., Chem. Met. Eng., 48 (8), 91 (1941). 
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known accurately, the orifice diameter. Given a pipe through which 
is flowing the fluid whose rate of flow is to be measured, usually all that is 
necessary is the insertion of a pipe union, between whose flanges the 
orifice is placed, and an upstream and a downstream nipple to which 
the manometer is attached. 

As ordinarily derived, the flow formula is 

V = Cf(^D,^V^ 

where V = flow, cu. ft./sec. 

H = differential head of flowing fluid, ft. 

Di = pipe diameter, ft. 

Dz == orifice diameter, ft. 

C = coefficient of discharge, and / = the velocity of approach 
factor 1/V^l — (D 2 /Diy. 

If we combine the discharge coefficient with the velocity of approach 
factor, letting their product be C/, then 

V =^.Cy(^D,WW- 

In shop practice, we are usually interested in quantity per hour. 
Orifice diameters are given in decimals of an inch, and the available pres- 
sure is approximately just that required for use, so that it is advantageous 
to employ small loss of pressure. For these small pressure differences, 
a water manometer is best adapted. To change to these units, let 
Q = cubic feet per hour of fluid flowing = 3,6007, and H = AP/p, 
where AP = differential pressure, pounds per square foot and p = fluid 
density, poimds per cubic foot. Also let R = inches of water equivalent 
to AP or 407AP/(14.7)(144), because atmospheric pressure equals 
407 in. H 2 O and there are 144 sq. in. in 1 sq. ft. ; and d = orifice diameter, 
inches » I 2 D 2 . Then 

or Q = 369C/d* V/2/p. 

When gas flow is measured, and R values are large, an additional 
coefficient or compressibility factor is usually provided in the flow equa- 
tion. This may be avoided, however, if it is remembered that p changes 
with pressure and temperature, and if we take the density corresponding 
to the mean condition.^ Thus, neglecting temperature change, take the 
density corresponding to (Pi -f Pz)/2 where Pi •» upstream and 

‘ U, S, Bur, Standards Research Paper 49 . 
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Pi »= downstream pressure. The flow then represents Q cu. ft./hr. of 
fluid at this same density. If equivalent standard conditions are wanted, 
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If weight rate of flow is wanted, it may be obtained directly by multi- 
plying both sides of the next to the last equation by the density p: 

IT == Qp = 359C/d2 

Similarly, standard gas volume may be directly translated into weight 
units or T7 = Q,p,. 

So, either the last two equations may be used for a gas, or the preced- 
ing pair. 

Next must be considered the value of the coeflScient C/, and since this 
now includes the velocity of approach, it varies with the ratio of orifice to 
pipe diameter and also with the position of pressure taps, especially the 
downstream pressure tap. Assuming an upstream tap one-half pipe 
diameter or more from the orifice, the coefficient C/ may be obtained from 
the accompanying graph based on a similar graph in an A.S.M.E., 
research publication on Fluid Meters. The graph has been plotted so 
that the vertical scale is logarithmic and thus can become a part of the 
nomograph (Fig. 37) on which it appears. 

To find the flow (liquid or gaseous) through an orifice in a pven pipe 
find: (1) the ratio of orifice to pipe diameter; (2) the location of the down- 
stream tap as percentage of pipe diameter; and (3) the corresponding 
coefficient of discharge C/. With this last value as a pivot from the scale 
at the left edge of the graph, proceed by the straight lines (1), (2), and 
(3) as illustrated in the example given in Fig. 37. The case shown would 
cbrrespond to a flow of 219 cu. ft./hr. through a 1-in. orifice in a 4i-in. 
pipe, the downstream pressure tap being 6 in. from the orifice and the 
mean fluid density 1 Ib./cu. ft. As indicated, the coefficient of discharge 
for this case is C/ = 0.61, and the pressure differential to which it is 
connected by a straight line is /i = 1 in. H 2 O. 

A QUICK WAY TO FIGURE THE FLOW FROM COMPLETELY FILLED PIPES> 

Many occasions arise in food manufacture when it is desirable to 
know the velocity or quantity of liquid flowing through a pipe. When 
more accurate methods are impossible or unnecessary, a rapid approxima- 
tion can be calculated from the coordinates of a stream as it emerges from 
a horizontal section. 

In the case of small streams of water, actual and calculated values 
agree within 4 or 5 per cent, although coefficients of discharge and con- 
traction are neglected. Even with more viscous fluids, such as syrups, 
it is estimated that the results are accurate to well within 10 per cent. 

As shown in Fig. 38, the coordinates x and y are measured at any 
convenient point P in the center of the stream. As pointed out by 
Hewitt,^ the equations involved are as follows: 

^FoodJnd., 4, 65 (1932). 

• Hswitt, a. C., Rock ProducU^ 82, No. 12, 61, (1029yi 
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^ 1.168* 


and 


3.61il* 

Vy 


where y — the linear velocity of the liquid leaving the pipe, feet per 
second; Q = the rate of flow, gallons per minute; A = the internal cross- 



sectional area of the pipe, square inches; and x and y are in inches. 
These equafiions are solved in Fig. 38, maj^ing it a simple matter, by 
means of a straightedge, to read velocity or rate of flow directly from the 
chart. A has been replaced by a scale reading the nominal pipe diameter 
in inches to simplify the problem. 
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The use of the chart is illustrated as follows: Suppose, for instance, 
we wish to find the linear velocity and rate of flow from a 2-in. pipe, when 
X has been found to equal 20 in. and y to equal 12 in. Following the key, 
connect 20 on the x scale with 12 on the y scale. Then read the velocity 
where the line crosses the i; scale, 6.7 ft./sec. Now connect the latter 



Fig. 39. — Flow from partially filled pipes. 

point (on the v scale) with the pipe-diameter scale at the right of the 
page, and read on the Q (rate-of-flow) scale, 70 gal./min. 

NOMOGRAPH FOR FLOW FROM PARTIALLY FILLED t>IPBS> 


Greve^ proposed an equation for flow in partially filled horizontal 


pipes 


4 = 9.43D* 


> Ind. Eng. Chem., S4, 52 (1942). 

*Grevb, F. W., BuU. Purdue Unie., 12, No. 6 (1928), Eng, Expt. 8ta. Bull. 82. 
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where Q = rate of flow, cu. ft./sec. 

D = inner diameter of pipe, ft. (limited to 0.1 to 0.5 ft.). 

K = fraction of vertical diameter under fluid (limited to 0.2 to 0.6). 
The method of measuring flow is simple, inexpensive, and satisfactory 
for rough estimations good to about 10 per cent. Figure 39, which 
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Fig. 40. — Funotions of Prandtl numbers. (From W. H, McAdams^ Heat Transmission, 

2d ed„ p, 414.) 

facilitates the calculation, is based on the equivalent equation 


g = 

wherb g = rate of flow, gal./min. 

d\= inner diameter of pipe, corresponding to 2- to 6-in. standard 
, iron pipe. 

The index line shows that 24 gal./min. flow through a horizontal 3-in. 
standard iron pipe when 0.4 of the inner vertical diameter is under the 
fluid. 




60 


CHEMICAL ENQIN BERING NOMOGRAPHS 


LINE-COORDraATE CHART FOR FUNCTIONS OF PRANDTL NUMBERS^ 

The use of the Chilton, Colburn, and Vernon line-coordinate chart 
(Fig. 40) for calculation of several useful functions of Prandtl numbers is 
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SULPHUR DIOXIDE 
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Fio. 41. — Specific heats of gases and vapors. (From W. H, McAdama^ *Heat Tran^mU^ 

aion^ 2d ed., 406.) 


illustrated as follows: What is the Prandtl number and its 0.3, 0.4, and 
i powers for aniline at 126®F. ? From the table read the point correspbnd- 

» McAdams, W. H., **Heat Transmission,” 2d ed., p. 414, McQraw-Hill Book Com- 
pany, Inc., New York, 1042. , 
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ing to aniline as 7. Connect 126 on the temperature scale with point 
7 and read the value of the Prandtl number, cyi/k as 27. A horizontal line 
through this point will yield the 0.3, 0.4, and f powers of the Prandtl 
number as 2.69, 3.74, and 9, respectively. 

LINE-COORDINATE CHART FOR SPECIFIC HEATS OF GASES 
AND VAPORS^ AT ONE ATMOSPHERE 

The use of the Chilton, Colburn, and Vernon line-coordinate chart 
(Fig. 41) for estimation of the specific heats of gases is illustrated as fol- 
lows: What is the specific heat of methane at 300°F.? Connect 300 on 
the temperature scale with point 5, obtained from the table, and read the 
specific heat of methane as 0.63 (B.t.u.)/(lb.)(°F.). 

CORRECTING WEIR-FLOW CALCULATIONS FOR VELOCITY OF APPROACH* 

In connection with the weiring of industrial effluents, it is frequently 
noted that the stilling-box dimensions do not conform to the best practice, 
usually because of lack of sufficient space or some other local condition. 
As a result, the pool above the dam is far from quiet and the velocity 
of approach before the crest may be considerably too high, causing the 
calculated rate of flow to be lower than the actual value. 

Even a velocity of approach as low as 0.8 ft./sec. can introduce errors 
up to 8 per cent in the calculated flow, while at higher velocities the dis- 
crepancy between the true and apparent rates of flow rises very rapidly. 
Since an excessive velocity of approach cannot always be avoided, it is 
evident that a simple and accurate means of determining the proper 
corrections is needed. 

Baker* presents data for making such corrections in the case of rec- 
tangular weirs. The material, however, is in the form of a family of 
curves between which interpolation is at once difficult and uncertain. 
Figure 42 presents the same data in a more convenient form, inasmuch 
as all interpolation can be accomplished on closely graduated scales. 

The velocity of approach, F, in feet per second may be calculated from 
the apparent rate of flow (which has itself been computed from the head 
on the weir) by the expression 


^ 450A 

* McAdams, W. H., “Heat Transmission,” 2d ed., p. 406, McGraw-Hill Book 
Company, Inc., New York, 1942. 

* * Chem. & Met. Eng., 40 , 542 (1933). 

* Baxbb, C. M., “White Water Surveys,” American Paper and Pulp Association, 
p. 8. 
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where q is in gallons per minute and A is the sectional area of the channel 
in square feet. 
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Fio. 42. — Weir-flow corrections for velocity of approach. 


The velocity of approach and the percentage correction in rate of flow 
are related by the empirical equation 


log (p + 1) + b 

where p is the percentage by which the apparent flow is to be increased 
and where a and 6 are functions of the head which need not be mathe- 
matically deflned. 

The broken line shows that the apparent rate of flow; as calculated by 
the usual Francis formula must be increased by 8.5 per cent when the 
head on the weir is 4 in. and the velocity of approach is 1.2 ft./sec. 
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FREEZING-POINT AND FREEZING-TIME NOMOGRAPHS 

SOLIDIFICATION-POINT NOMOGRAPH FOR FATTY ACIDS^ 

In view of the importance of the solidification point of fatty acids as a 
criterion of purity, Hoerr, Pool, and Ralston^ presented excellent supple- 
mentary data on the effect of water in lowering the freezing points of the 
normal saturated fatty acids from caproic to stearic. Their results may 
be correlated by the equation 


w 


= a + bw 


where w is percentage of water, At is freezing-point depression (degrees 
centigrade), and a and b are characteristics of the fatty acid in question 
and may depend upon n, the number of carbon atoms. 

Data are presented conveniently and reliably ( ± 0.02°C.) in the line- 
coordinate chart (Fig, 43) based upon the equation and the constants 
given in Table VI. 


Table VI 


No. C 
atoms 

Fatty acid 

a 

h 

Range of w 

Freezing 
point of 
dry acid, ®C. 

6 

Caproic 



0.4-2.21 

- 3.24 

7 

Heptylic 

Bm 

B^B 

0.4-2.98 

- 6.26 

8 

Caprylic 

BIH 

mBm 

0.2-3.88 

16.30 

9 

Nonylic 

BIB 

0.476 

0.8-3.45 

12.24 

10 

Capric 

BIB 

0.535 

0.9-3.12 

30.92 

11 

Undecylic 

BIB 

0.559 

0.2-2.72 

28.13 

12 

Laurie 

BIB 

0.678 

0.6-2.35 

43.86 

13 

Tridecylic 

■SB 

0.713 

0.2-2.00 

41.76 

14 

Myristic 

0.551 

0.880 

0.6-1.70 

54.01 

15 • 1 

Pentadecylic 

0.651 

0.924 

0.5-1.46 

52.49 

16 

Palmitic 

0.743 

1.017 

0.4-1.25 

62.41 

17 

Heptadecylic 

0.820 

1.150 

0.2-1.06 

60.94 

18 

Stearic 

0.912 

1.183 

0.2-0.92 

69.20 


The use of Fig. 43 is illustrated as follows: What is the solidification 
point of capric acid which contains 3.0 per cent water? Connect the 
^ Ind, Eng. Chem.y 86, 105 (1043). 

• Hosrr, C. W., W. O. Pool, and A. W. Ralston, Oil d: Soap, 19, 126 (1942). 

63 












64 


CHEMICAL ENGINEERING NOMOGRAPHS 


point where n ^ 10, which represents capric acid, with 3.0 on the w scale, 
and read the lowering of the freezing point as 1.52^C. on the At scale; then, 
using Table VI, the solidification point is 30.92 — 1.62, or 29.40®C. 



Fio. 43. — Solidification points of fatty acids. 


TRBBZINO POINTS OF TERNARY ALCOHOL MIXTURES' 

Aldrich and Querfeld^ have made a thorough study of the freezing 
points of the ternary system ethanol-methanol-water and have presented* 

t Chem. & Met. Eng., S9, 346 (1082). 

* AinBicH, £. W., and D. W. QDSsnu.D, Ind. Eng. Chem., 88, 708, 1931. 
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their data in tabular and graphical forms, plotting freezing points against 
methanol content for various total alcohol percentages. 

Figure 44, which permits more rapid and accurate interpolation of 
these data than has previously been possible, is based on the following 
empirical equation determined expressly for this purpose : 

t = -(0.00001277A2 »2« + 0.0081)ikf - 0.01139Ai «« - 0.5 

where t is the freezing point of the ternary system, degrees centigrade; 
A is the percentage of total alcohol in the aqueous solution, by volume; 
and M is the methanol content in volume percentage of the total alcohol. 


fZ — 60 



Flo. 44. — Freezing points of ternary alcohol mixtures. 



As an illustration of the use of Fig. 44, the broken line indicates that an 
aqueous solution containing 50 per cent total alcohol, of which 80 per cent 
is methanol, would freeze at — 40.4°C. Both the equation and the 
nomograph represent the original data within 0.5°C. 

FREBZING-POINT LOWERING NOMOGRAPH' 

Figure 45 enables rapid calculation of At, the freezing-point lowering 
in degrees centigrade to be expected when the concentration of solute is 
C moles/kg. of solvent and when 1 mole of solute dissolved in 1 kg. of 
solvent lowers the freezing point F°C. For convenience, values of the 


* ChemUt-AnalyU, 82 (1), 8 (1933). 
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freezing-point lowering constants^ for 16 common solvents are marked 
directly on one side of the F scale. 

The equation involved is 

At = FC 

which holds for dilute solutions of solutes which do not dissociate in the 
solvent under consideration. The dashed line indicates that 0.3 mole of, 
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Fio. 46. — Freezing-point lowering. 

say, a spindle oil dissolved in 1 kg. of benzene will lower the freezing point 
of the solvent 1.54®C. 


REFRIGERATION NOMOGRAPH^ 

* 

Cranford’s interesting and instructive paper, ^ which deals with the 
calculation of the time required to freeze cakes of ice in commercial 

* Landolt-Bobnstein, Physikalisch-Chemische Tabellen,” Vol. II, p. 1424, 
Julius Springer, Berlin, 1^3. 

* Power Plant Eng,^ 89, 133 (1035). 

* Cranford, H. A., Power Plant Eng,, 88, 432 (1034). 
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installations and with the determination of the number of cans to allow 
per ton of daily harvest, has prompted the construction of the accompany- 
ing nomograph. 

Figure 46 enables one to perform graphically, by the simple expedient 
of drawing two straight lines, the computations which Cranford has 
explained. The use of the nomograph may be illustrated by the following 
example in which Cranford’s original values are employed. In the case 
of the standard installation making cakes of an average cross section of 
11 by 22 in., how long will it take to freeze the cake if the brine tempera- 
ture is 14®F.? How many cans per ton of daily harvest will be needed 



Fio. 46. — P'reeaing time and daily production for ice manufacture. 


^400 


if each cake weighs 300 lb.? Connect 14 on the temperature scale with 
11 on the thickness scale, and produce the line to the time scale where the 
intersection is at 47 hr. Connect this point with 300 on the weight scale, 
and read the intersection with the N scale as slightly over 13, showing 
that 14 cans should be provided for every ton of ice expected each day. 

The chart solves the equations 

7/2 A 

» = >“<' at. 83.3^ 


where 6 = freezing time, hr. 

L = average thickness of cake, in. 
t = temperature of the brine, °F. 

N = number of cans per ton of daily harvest. 
W weight of each cake, lb. 



CHAPTER VII 

FUEL-ANALYSIS AND THERMAL-VALUE NOMOGRAPHS 

NOMOGRAPH FOR COAL-ANALYSIS CONVERSIONS^ 

Coal analyses and heating values are commonly reported on three 
bases: the as-received, the dry, and the ash- and moisture-free. For 
purposes of comparing various coals as to proximate and thermal values, 
it is essential that all data be expressed on the same basis, requiring, 
usually, some type of conversion calculation. Alignment charts are 
admirably adapted to computations of this type, and it is the purpose of 
this topic to present two such charts and to illustrate their use with 
typical examples. 

Proximate-analysis Chart. — Figure 47 covers conversion of proximate 
analyses and is arranged so that each scale bears three designations, 
broken lines connecting the three corresponding legends. The outer axes 
are doubly graduated, and in any given conversion one works entirely 
with the scales at the left or at the right of both axes. As an example of 
the use of Fig. 47, convert the analysis given in Table VII from the 
as-received basis to the dry basis and to the ash- and moisture-free basis. 
The last two columns list the- results to be obtained from the chart 
(Fig. 47). 


Table VII. — Analysis on Thkee Bases of West Virginia Semibituminous Coal 


Composition 

As- 

received 

Dry 

Ash and 
moisture- 
free 

Moisture 

Volatile matter. . 

Fixed carbon 

Ash 



3.0 

17.0 

71.0 

9.0 

17.6 

73.2 

9.3 

19.3 

80.7 

Total 



100.0 


KEiSI 



Aa-received Basis Uf Dry Basis . — Connect 17.0, the percentage, of 
volatile matter on the as-received basis (found at the left side'of the left 
axis), -with 3, the percentage of moisture on the same basis (central 
scale), and produce the line to meet the right axis at 17.6, the percentage 
of volatile matter oh the dry basis, found at the left side. In the case of 
the fixed carbon, align 71.0 (left axis, right side) with 8 on the central 

* Chem. A Met. Eng., tt, 881 (1988). 
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Percen+oges on 
As-recy basis - 
As-rec'd basis - 
Dry basis 



Perce n+agcs of 


Percen+oges on 


Mois+ure on \ 
as* reed basis J 


Dry basis 


Ash + moisfure onl f Ash- and- moisture 

as- reed basis / I free basis 


Ash on dry basis -- 



Ash-and-moisture 
free basis 



Fio. 47. — Proximate analysis conversions, for coal. 
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scale and extend the line to 73.2 on the right side of the right axis. Simi- 
larly, the percentage ash on the dry basis is found to be 9.3. 


Hea+mg value, Percentages of Heating value, 

B.t.u. per pound on B.t u. per pound on 

) Orv 


As rec’d basis i As h + moisture on! _.jAsh-and- moisture 

I OS- reed basis J Itrec basis 

. A L j • ( Ash-ond-moisture 

Dry basis Ash on dry basis 
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Fig. 48. — Thermal-value conversions, for coal. 


Aa-received Basis to Ashr and Moisture-free Basis . — Following the 
second line of legends, connect 17.0, the percentage of volatile matter 
(as-received basis) on the left axis, with 3 + 9, or 12, the sum of the 
mcHsture and ash percentages (as-received basis) on the center scale, and 
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produce the line to meet the right axis in 19.3, the percentage of volatile 
matter on the ash- and moisture-free basis. In a similar manner, but 
working at the right of both outer axes, the percentage of fixed carbon on 
the ash- and moisture-free basis is found to be 80.7. 

Dty Basis to Ash- and Moisture-free Basis , — Given the percentages of 
volatile matter, fixed carbon, and ash on the dry basis as 17.5, 73.2, and 
9.3, respectively, what is the analysis on the ash- and moisture-free basis? 
Following the third line of corresponding legends, align 17.5, the per- 
centage of volatile matter on the dry basis (left axis), with 9.3, the per- 
centage of ash on the dry basis (center axis), and extend the line to 19.3 
(right axis), which is the percentage of volatile matter on the ash- and 
moisture-free basis. Similarly, connect the percentage of fixed carbon on 
the dry basis, 73.2 (left axis), with 9.3 on the center scale, and produce the 
line to meet the right axis at 80.7, the percentage of fixed carbon on the 
ash- and moisture-free basis. 

In Fig. 47, the outer scales run between 7 and 100 per cent. Values 
lower than 7 may be handled by first multiplying by 10 and later dividing 
the result by 10. 

Heating-value Chart. — The use of the heating-value chart (Fig. 48) 
in facilitating conversions may be illustrated as follows: Given a coal 
with a thermal value of 13,400 B.t.u./lb., a moisture content of 3.0 per 
cent, and an ash content of 9.0 per cent, all data being on the as-received 
basis, what is the heating value per pound of dry coal and per pound of 
combustible, i.c., ash- and moisture-free coal? 

As indicated by the first line of legends above the scales, a straightedge 
connecting 13,400 B.t.u. on the left with 3.0 per cent in the center will 
cut the scale at the right in the value, 13,800 B.t.u./lb. of dry coal. 
Following the second line of legends, connect 13,400 B.t.u./lb. of coal 
on the as-received basis (left) with 3 -h 9, or 12, the sum of the moisture 
and ash percentages (as-receivjed basis) and produce the line to meet the 
scale at the right in the value, 15,200 B.t.u./lb. of coal, on the ash- and 
moisture-free basis. 

Given the heating value and the percentage of ash, both on the dry 
basis, as 13,800 B.t.u. and 9.3 per cent, respectively, what is the thermal 
value on the ash- and moisture-free basis? According to the third line 
of legends, align 13,800 on the scale at the left with 9.3 per cent on the ^ 
central scale and extend the line to meet the scale at the right in the value, 
15,200 B.t.u./lb. on the ash- and moisture-free basis. 

THBRMAL-VALUB NOMOGRAPH FOR ANTHRACITE COAL^ 

In connection with their study of the effect of oxidation on the thermal 
value of anthracites, Scott, Jones, and Cooper* correlated data on volatile 

^Ind, Eng, Chem,, 82, 1651 (1940). 

• Scott, G. S,, G. W. Jones, and H. M. Cooper, Ind, Eng, Chem,^ 81, 1025 (1939), 
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matter, ash content, and heating value in the equation 
H = 14,803 + 75.87 - 167.4il 

where H ia the heating value, B.t.u. per pound; V is the volatile matter, 
per cent by weight; A is the ash, per cent by weight; H, V, and A are all 
on a dry basis. 



Fig. 40. — Thermal value of anthracite coal. 


This relation was based on 1,008 anthracite samples; 76 per cent of 
them deviated by less than 100 B.t.u. and 96 per cent deviated by less 
‘than 200 B.t.u. from the calculated value. The equation represents the 
Average run of anthracites and warrants construction of a nomograph for 
raind and convenient solution. 
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In Fig. 49, the broken line shows that an anthracite containing 9 per 
cent ash and 6.2 per cent volatile matter will average 13,760 B.t.u./lb. 
A somewhat similar nomograph covering bituminous coals was given 
previously.^ 

THERMAL-VALUE NOMOGRAPH FOR BITUMINOUS COAL* 

Figure 50, based on Mahler ^s data,* enables rapid estimate to be made 
of the thermal value of bituminous coal when the proximate analysis is 
known. 

The use of the chart is illustrated as follows: Given the analysis, on 
the as-received basis. 

Per Cent 


Volatile combustible matter 33 

Fixed carbon 57 

Ash,..w 7 

Moisture 3 


find the heating value in (1) B.t.u. per pound of combustible, (2) B.t.u. 
per pound of coal as received, and (3) B.t.u. per pound of bone-dry coal. 

1. Note that the sum of the ash and moisture percentages is 10. 
Connect 57 on the fixed-carbon scale with 10 on the horizontal ash-plus- 
moisture scale, and produce the line to the A axis. From this inter- 
section, erect a perpendicular to meet the curve and then proceed 
horizontally to the scale at the extreme left, reading the heating value 
as 15,100 B.t.u./lb. of combustible. 

2. A line from this point to 10 on the vertical ash-plus-moisture scale 
will cut the B.t.u. per pound of coal as-received scale at 13,600. 

3. Connect this latter intersection with 3 on the vertical moisture 
scale, and produce the line to meet the scale at the left in the value 14,000, 
which is the number of B.t.u. per pound of bone-dry coal. 

This method of calculation gives results good to within 2 per cent for 
bituminous and semibituminous coals which run above 55 per cent in 
fixed carbon and within about 3.5 per cent when the fixed carbon per- 
centages are between 50 and 55. 

For most convenient use, the chart can be photostated and the 
photostat mounted on a light frame bearing raised edges at the bottom 
and left. The raised edges, together with a draftsman’s triangle, facili- 
tate drawing the perpendiculars and horizontals. 

^ Chem, & Met Eng., 48 , 158 (1935). 

> Chem. & Met Eng., 42 , 158 (1935). 

. * Smallwood, J. C., Mechanical Laboratory Methods,” p. 176, D. Van Nostrand 
Company, Inc., New York, 1924. 
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Fig. 60. — Thermal value of bituminous coal. 
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THERMAL-VALUE NOMOGRAPH FOR FUEL OILS^ 


Figure 51, based on the data of Faragher, Morrell, and Essex,* 
enables calculation of the thermal value of straight-run fuel oils and 
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Fig, 61. — ^Thermal value of fuel oil. 


normal and flashed residuums when the A.P.I. gravity is known. The 
relationships involved are 

h == 17,010 + 90D for straight-run oils 
h = 17,645 -+■ 54D for normal and flashed residuums 
H = 8.335/1 


^ Nat, Petroleum Newa^ 24, 31 (1932). 

* Faraohbr, W. F., J. C. Morrell, and J. L. Essex, Ind, Eng, Chem., 21, 938 
(1929). 
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and 

« - 

131.6 + D 

where h — thermal value, B.t.u./lb. of dry oil. 

H = thermal value, B.t.u./gal. of dry oil. 

D = A.P.I. gravity, deg. 

$ = density, 60®F./60®F. 

The use of the chart is illustrated as follows: What is the thermal 
value on the pound and gaUon basis of a straight-run fuel oil testing 
20° A.P.I.? As shown by the upper index line, connect 20 on the D 
scale at the left with the gauge point marked Straight-nm fuel oils, and 
read the thermal value on the h scale as 18,810 B.t.u./lb. Connect this 
point with 20 on the slant D scale, and project the line to the H scale 
where the thermal value is read as 146,300 B.t.u./gal. 




CHAPTER Vlir 

HEAT-TRANSFER COEFFICIENTS 


FILM COEFFICIENTS OF HEAT TRANSFER FOR CONDENSATION 
OF PURE VAPORS! 

When condensing a single pure vapor, saturated or superheated, the 
condensate wets the tube, and film-type condensation is obtained. The 
rate of heat transfer is given by the equation 

^ = hinAtp{t^ ““ tw)ni ~ 

where tv is the saturation temperature of the vapor, Ue is the wall tempera- 
ture, and hm is the average coefficient between vapor and wall. So long 
as the condensate flows in streamline motion [4r//i/ < 2,100, where T is 
the mass rate of flow from each tube (lb.)/ (hr.) (ft.) of wetted periphery 
measured on a plane normal to direction of fluid flow], the following 
dimensionless equations of Nusselt may be used: 

For horizontal tubes: 



For vertical tubes: 



These equations show that a tube of given dimensions, for the usual case 
where L/Dn exceeds 2.76, is more effective in a horizontal than in a 
vertical position. Thus for L/Dn of 100 a horizontal tube gives hm 2.5 
times that for a vertical tube. The values of fc/, p/, and p/ of the con- 
densate are taken at a special film temperature tf ^ 0.76 (A<)«,, and 

U is taken at the saturation temperature. 

With vertical tubes and values of 4r/p/ below 2,100, values of hm for 
film-type condensation of steam are 1.2 times those given by the vertical 
tube equation. Values of hm on the vapor side of multitubular con- 

! Perry, J* H., ‘‘Chemical Engineers’ Handbook,” 2d ed., p. 988, McGraw-Hill 
Book Company, Inc., New York, 1941. 
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densers with horizontal tubes are not available, 
equation may be used as an approximation. 


The horizontal-tube 
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Fio. 62. — Film coefficient hm for film-type condensation of pure vapors. 

tubes multiply hm by 1.2. 


For vertical 


Hgure 52 is an alignment chart (from Chilton and Drew) based on 
the horizontal- and vertical-tube equations. For long vertical tubes, 
4:T/nf may exceed 2,100, in which case turbulence develops in the outer 
portion of the condensate layer, thus increasing, above the values 
predicted by the equations. 
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Fio. 63.— 'Film coefficients for fluids flowing upward at low velocities inside vertical tubes. 


FILM COEFFICIENTS FOR FLUIDS IN VERTICAL PIPES^ 

The following Nusselt-type dimensionless equation correlates the 
data for fluids flowing upward at low velocities in vertical pipes: 

^ Pbbry, op. cfe., p. 979. 
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Although confirmed only for water and air, this equation is the best now 
available for the warming or cooling of fluids at low velocities in vertical 
pipes. Figure 63 is based on the above equation and shows the relation 
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Fio. 64. — Heat transfer coefficients ho for natural convection outside horisontal cylinders. 


among the substances involved, the temperature of the film, the tem- 
perature difference, and the coefficient h. For use with gases, a pressure 
term appears on the chart. 
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HEAT-TRANSFER COEFFICIENTS, FOR NATURAL CONVECTION, OUTSIDE 
HORIZONTAL CYLINDERS^ 

For the general case of free or natural convection of heat between a 
solid and a fluid, without change in state, Nusselt, Davis, Rice, and others 
suggest the dimensionless equation 

^ ^ 1 (DWgii^ 
h OL\ / \ ^/ / 

Fluids outside Single Horizontal Cylinders. — For pipes having a large 
ratio of length to diameter, Rice gives a = 2.60, n = 0.27, and m == 0.26; 
for approximate results, a = 2.12, n m 0.25. Based on the 
approximate equation of Rice, Fig. 54 is an alignment chart predicated on 
the temperature of the film (arithmetic mean of the temperatures of the 
wall and fluid) expressed in degrees centigrade, the absolute pressure in 
atmospheres, and the diameter D of the pipe in inches. While based on 
data for air, hydrogen, carbon dioxide, aniline, carbon tetrachloride, 
glycerin, olive oil, and toluene, reference points are shown to facilitate 
the extrapolation of these results to certain fluids other than those tested. 
In the equations of this chapter, 
q = rate of heat transfer, B.t.u./hr. 
hm and he = film coefficients, B.t.u./(hr.)(sq. ft.)(®F.) 

A«, = heat transfer area, sq. ft. 

(A/) in = mean temperature difference, ®F. 

D = inner diameter of pipe, ft. 
k = thermal conductivity 
Cp = specific heat at constant pressure 
p = density 
p = viscosity 

j8 = coefficient of expansion 
= gravitational constant 
X = latent heat of vaporisation, B.t.u./lb. 
n = number of tubes in a vertical plane 
L = heated length of transfer surface, ft. 

All values are to be expressed in consistent units, and A;, p, jS, and p 
are to be read at the average temperature of the film. 

^ PsRBY, op, cit,, p. 985. 
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MILK AND CREAM NOMOGRAPHS 

MILK-SOLIDS NOMOGRAPH^ 

The total solids content of milk can be calculated satisfactorily and 
with greater ease than it can be determined. In the matter of data, one 
needs only the percentage of butter fat and the specific gravity, generally 
known among milk chemists as the Quevenne lactometer reading. 

The variables are related by the following equation, which is an 
algebraic rearrangement of a relationship given by Lange:* 

S = |f + ^ + 0.14 

where S = percentage of total milk solids. 

F = percentage butter fat. 

L == Quevenne lactometer reading, corrected to 60®F., where the 
lactometer reading is defined as 1,000 (specific gravity*— 1). 
Figure 55 is designed to solve the equation rapidly and accurately. 
Its use is illustrated by the broken line which shows that milk testing 
3.5 per cent butter fat and with a lactometer reading of 33 at 60°F. 
(specific gravity of 1.033) contains 12.6 per cent total solids. 

SOLIDS-NOT-FAT NOMOGRAPH^ 

Hawley^ has developed an expression for the percentage of solids- 
not-fat in milk when the specific gravity of the milk and its percentage of 
milk fat are kno^vn. The equation, in substantially the form in which 
he gives it, is 

S.N.F. = 287.2 + 0.328F 

where S.N.F. denotes the percentage of solids-not-fat, D the specific 
gravity at 85®F./60®F., and F the percentage of milk fat. 

Figure 56 has been prepared for the purpose of facilitating the solution 
of this interesting equation. The broken line indicates that milk, with a 

^ Davis, D. S., Empirical Equations and Nomography,” pp. ©4, 95, McGraw-Hill 
Book Company, Inc., New York, 1943. 

*Lanoe, N. A., Handbook of Chemistry,” p. 626, Handbook Publishing Co., 
Sandusky, Ohio, 1934. 

* ChemutrAnalystf 80, 80 (1941). 

« Hawley, H., AnaiyH, 68, 272 (19?8). 

* 82 



MILK AND CREAM NOMOGRAPHS 


83 


specific gravity of 1.027 and having a fat content of 4.4 per cent, would 
contain 9.0 per cent of solids not fat. 



Fio. 65. — Milk-solids content from percentage of butter fat and lactometer reading. 

PREPARING CREAM WITH A DESIRED FAT CONTENT^ 

Cream having a predetermined fat content is commonly prepared by 
diluting high-fat cream with milk. This operation involves a calculation 
that may be advantageously handled by means of an alignment chart 
as well as determined mathematically. 

In making this mixture, it is evident that the fat contents of the milk 
and of the cream must be taken into consideration. M lb. of milk with 
m per cent of fat contains Mm/ 100 lb. of fat, and C lb. of cream with 
a per cent of fat provides Ca/100 lb. of fat. Together they give a total 
of (Mm + Ca)/100 lb. of fat. This is to say, that together, if chosen 
in the proper proportions, the mixtures give a cream in which the total 
weight of fat is [(Af + C)d]/100, in which d is the desired percentage of 
fat content. 


^Food/nd., 4 , 314 (1982). 
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Equating the two expressions for the total weight of fat, the mathe- 
matical statement becomes 

Mm + Ca _{M C)d 
lOp 100 ’ 

from which we get 

M = C. (13) 

d — m ' ' 

Substituting the usual value for fat content of milk (m 3.5), 
Eq. (13) becomes 

Eqiiation (14), which requires two operations of subtraction and one 
each of division and multiplication, is the step in the calculation which 
may be solved quickly and accurately by means of 57. Its use may 
be illustrated as follows: How much milk with a fat content of 3.6 per 
cent should be mixed with 2,500 lb. of heavy cream having a fat content 
of 30.0 per cent to prepare a coffee cream with a fat content of 18 per 
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cent? Following the key, connect 30.0 on the a scale with 18 on the 
d scale and produce the broken line to meet the diagonal. Connect this 
latter intersection with 2,500 on the C scale, and produce the second 
broken line to meet the M scale in the desired value, 2,070 lb. of milk. 

The chart permits values of M to be estimated to the nearest 10 lb. 
and, though rigorously correct only for values of m = 3.5 per cent, it can 



Key 

a to d to diogonol 
C to diagonal to M 


Fio. 67. — Weight of milk required to prepare cream of a desired fat content from a given 

weight of heavy cream. 

be used without serious error when the fat content of the milk varies 
somewhat from this amount. When the true value of m exceeds 3.5 
per cent, the use of the chart will result in values of M which are slightly 
low, the percentage discrepancy decreasing mth increasing values of d. 
This is shown in the following table, which covers the case of milk with an 
actual fat content of 3.7 per cent: 


df per cent 

Percentage error in M . 



25 

35 

45 

-0.9 

-0.6 

-0.6 
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NOMOGRAPHS OF INTEREST TO THE PAPER INDUSTRY 


BLEACH-CONSUMPTION NOMOGRAPH^ 

Figure 58 deals with the calculation of bleach requirement V in 
gallons of bleach liquor per ton of paper pulp when laboratory tests have 
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Fio. 68. — Bleach consumption per ton of paper pulp. 


shown the bleach consumption for the pulp to be p per cent of 35 per cent 
bleach and the concentration of chlorine in the bleach liquor to be c g./L 
The equation is 

r = 838.8 2. 

. C 


^ Paper Trade J,, 05 (9), Tappi Sec., p. 106 (1032). 
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The broken line indicates that 466 gal. of bleach liquor, analyzing 
27 g. of chlorine per liter, will be required to bleach 1 ton of pulp when 
the bleach consumption is 15 per cent, expressed as 35 per cent bleach. 


CALENDER-ROLL-WEIGHT NOMOGRAPH^ 

Figure 59 presents calender roll weight data^ in convenient nomo- 
graphic form, enabling rapid solution of the equation 


W = 


LD^ 

8,000 


which gives an approximation of the weight W, in tons, of a calender roll 



Fio. 69. — Weight of calender rolls from their dimensions. 


when the length of face Ly in inches, and the diameter of the roll D, in 
inches, are known. 

The dashed line indicates that a 20-in. roll, 120 in. long, weighs 6 tons. 

^ Paper Ind., 18, 859 (1931). 

* Pulp and Paper Mill Catalogue, p. 265, 1930. 
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CORE-WASTS NOMOORAPH> 

In connection with combating losses from various converting opera- 
tions, it is frequently necessary to determine waste due to paper left 



•-18 

Fio. 60. — Weight of paper left on a core, from the roll dimensions. 

upon cores. This can be done by stripping the waste paper from tha 
core and weighing it, but an entirely satisfactory estimate n^ay be made 
by calculating the weight from the measured depth of paper on the eore 
or, if greater precision is desired, from the measured circumference of the 
nearly depleted roll. 

» Paper Ind. A Paper World, 24, 373 (1942). 
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Derivation of Equation. — With reference to the inserted figure on the 
chart (Fig. 60) let 

A = distance, core to edge of roll, in. 
r = radius of core, in. 

L = unwound length of paper, ft. 
c = average caliper, in. 

Equating expressions for the area of paper in an end view of the roll 
and the area of the edge when unwound, 


from which 


ir[(A + r)* - r*] = 12Lc 
tA(A + 2r) 


L = 


12c 


Where b = width of roll, in. 

R = basis weight, lb., 25 by 38 in., 500 
M = weight of roll, lb. 


from which 


. _ iW(25)(38)(500)(12) 
R{lU)b 


^ ^ Q.QURbAjA + 5.575) ^ 


(15) 


where 2r = core diameter = 5.575 in. 

Let P = circumference of the nearly depleted roll, 
p = circumference of the core of diameter, d. 

Then 


2A+d = - 

TC 


from which 


A = 


P 

2ir 


d 

2 




.4W+d)-(£-^)(£ + 0. 


P» - p* 
4ir* 


(16) 


The ratio R/e is fairly constant for a given grade of paper and may be 
taken as 14,960. When this value and Eq. (16) are substituted in Eq. 
(16), there results 


M 


I (P* - 306.95) X 10-* = 0.09896A(A + 5.675). 
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For cores, other than 5.575 in. in diameter and paper for which R/c is 
not 14,960, suitable adjustment of the equation must be made. 

Use of the Nomograph. — The equation is readily solved by Fig. 60, 
the use of which is illustrated as follows: What is the waste for an 81-in. 
roll when f in. of paper is left on the core? Connect 81 on the h scale 
with f on the A scale, and read the core waste on the M scale as 38 lb. 
What is the waste for a 102-in. roll when the circumference of the nearly 
depleted roll is 22.5 in.? Connect 102 on the h scale with 22.5 on the 
P scale, and read the core waste as 51 lb. on the M scale. 

The Waste-tape Mettiod. — For rolls of the same width, the amoimt 
of core waste may be estimated very quickly by using a specially grad- 
uated metal or cloth tape reading in pounds directly. Thxis, for 100-in. 
rolls, 

- , P* - 306.95 

M = j 

4 

and the circumference for any given weight may be calculated by the 
equation 

P = V4M -t- 306.95. 

Such values are given in Table VIII. 


Table VIII 


Af,lb. 

P, in. 

M,lb. 

P, in. 

M, lb. 

P, in. 
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17.97 

18 

19.47 

. 44 

21.97 

6 

18.19 

20 

19.67 

48 

22.35 

8 
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24 

20.07 

52 

22.70 

10 

18.63 

28 

20.47 

56 

23.05 

12 

18.85 

32 

20.85 

60 

23.39 

14 

19.05 

36 

21.24 

64 

23.73 

16 

19.26 

40 

21.61 

68 

24.06 


NOMOGRAPHIC SOLUTION OF PAPER-DRYING CALCULATIONS^ 


In connection with making a materials balance 6n a paper machine, 
the engineer is concerned with the amount of water evaporated per unit 
weight of paper at diy-end conditions and with the amount of water 
evaporated per unit weight of bone-dry paper. 

The former value may be calculated from the equation 


w 


M -- m 
100 - ilf 


( 17 ) 


•Paper Ind., 14, 36 (1032V 














NOMOGRAPHS OF INTEREST TO THE PAPER INDUSTRY 


91 


where M is the percentage moisture in the sheet as it goes to the driers, 
m is the percentage moisture in the sheet at the dry end, and w is the 
number of pounds of water evaporated per pound of paper of moisture 
content, m. The latter value may be found by solving the equation 


100(M ~ m) 

(100 - M )(100 - m ) 


where W is the number of pounds of water evaporated per pound of 
bone-dry paper and M and m have the same significance as before. 



Fia. 61 . — Paper drying. 


Equations (17) and (18) may be solved most conveniently by means 
of the alignment charts of Figs. 61 and 62. In Fig. 61, the broken line 
indicates that 2.10 lb. of water are evaporated per pound of paper dried 
when the moisture content of the dried paper is 7 per cent and when the 
sheet as it goes to the driers contains 70 per cent moisture. In Fig. 62, 
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the broken line shows that when the sheet contains 70 per cent moisture 
as it goes to the driers and 5 per cent moisture when dried, 2.28 lb. of 
water are evaporated per pound of bone-dry paper produced. 



EFFLUENT-LOSS NOMOGRAPH' 

In determining the amount and cost of paper-mill effluent losses, it is 
customary to measure the rate of flow of white water by means of a 
rectangular uncontracted weir, to determine the average consistency of 
the white water, and to place a valuation on the fiber so lost. The rate 
of flow Q in gallons per minute is given by the Francis formula 

Q = 3.00BH»* 

* 

where B is the width of the weir and H is the head on the weir, both in 
inches. The stock loss W in pounds of air-dry pulp per 24 hr. is given by 

W = 13.330C = 40BCff»» 

* Paper Trade /., 94 ( 2 ), 31 ( 1982 ). 
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where C is the oven-dry consistency, grams per liter. The value L of 
this lost fiber in dollars per day is given by 

j _ WP _ 

^ 2,000 50 


where P is the price of the pulp, dollars per ton, air-dry. 



01 


Fio. 03. — Effluent loss. 


The use of Fig. 63 is illustrated as follows: Given the average head 
as 1.5 in. on a 30-in. weir when the average consistency of the white 
water is 0.5 g./l. and the fiber is valued at $60 per ton, what is the rate of 
flow, the daily stock loss, and the value of the stock so lost? Connect 
1.5 on the H scale with 30 on the B scale, and read the rate of flow as 
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165 gal./min. on the Q scale. Connect 166 on the Q scale with 0.6 on 
the C scale, and read the daily stock loss as 1,100 lb. air-<iry. Connect 
1,100 on the W scale with 60 on the P scale, and read the value of the 
daily effluent loss as $33 on the L scale. 


FILLER-RETENTION NOMOGRAPH^ 

Nearly every paper-mill superintendent and chemist is called upon 
to estimate expected filler retention when changing from one basis weight 
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Fia. 64, — Filler retention. 


to another. According to Perekalsky and Tomaschewa,^ this situation is 
covered by the expression 

i2i = R 2 

where Ri and R^ are percentage filler detentions at basis weights of W\ 
and Wtj respectively. 

^ Paper Ind,, 18, 116 (1936). 

* Pebekalsky, N., and N. Tomabohewa, ZelUtoffu, Papier, 14 (No. 8), 819 (1934). 
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Figure 64 will be found to be the most convenient means of handling 
computations by this equation. Its use is illustrated as follows: Fifty- 
seven per cent filler retention is experienced with a 60-lb. sheet. What 
retention may be expected upon decreasing the sheet weight to 39 lb.? 
Connect 60 on the basis weight scale with 67 on the percentage-retention 
scaloi and note the intersection with the central axis. Connect this 



t^500 

Fiq. 66. — Consistency and temperature corrections for the Canadian Standard Freeness 

tester. 


point with 39 on the basis-weight scale, and produce the line to the desired 
value on the retention scale, 46 per cent. 

The legend for the basis-weight scale does not specify the units, 
pounds per ream or grams per square meter, since these are immaterial 
as long as they are consistent. 

irOMOGRAPHIC FREBNESS-CORRECTION CHARTS 

The use of Fig. 66, based upon the same theory as the original Cana- 
dian Standard temperature and consistency correction charts, is illus- 

^Pvlp and Paper Mag. Can., 81 (19), 586 (1931). 
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trated as follows: Given a freeness value of 400 determined at 0.26 per 
cent bone-dry consistency and 16®C., what is the freeness imder standard 
conditions, i.c., 0.30 per cent consistency and 20®C.? Following the key 
and the index lines, connect 15 on the t scale with 0.26 on the C scale, 
and from the point of intersection of this dashed line with the a axis draw 
a line to 400 on the S scale. The latter dashed line will cut the 5, scale 
in the desired value, 388. The chart can also be used to convert values 
to conditions other than the standard as follows: Given a freeness value 
of 400 determined at 0.25 per cent and 15°C., what is the freeness at 
0.35 per cent and 25°C.? Proceed as before, determining 388 as the 
value under standard conditions. Connect 25 on the t scale ^vith 0.35 
on the C scale, and from the intersection of this line with the a axis draw 
a line to 388 on the S, scale, producing this latter line to intersect the S 
scale in the desired value, 382. Index lines for this illustration are not 
shown. 

KRAFT-PRODUCTION NOMOGRAPHi 

Paper-machine production may be calculated by means of the formula 

P = KWeBV 

where K is a constant depending upon the units 
and where P = production, tons 

W = width, in. 

B = operating time, hr. 

B = basis weight, pounds per ream (24 by 36 in., 480). 

V = machine speed, ft. /min. 

K = 1/1,152,000. 

and the equation is suitable for calculation of kraft production. 

The use of Fig. 66 is illustrated as follows: How much 40-lb. kraft can 
be made on a 170-in. machine operating for 23 hr. at a speed of 500 
ft./min.? Follomng the key, connect 170 on the W scale with 23 on the 
B scale, and from the intersection of this line with the P axis draw a line 
to 40 on the B scale. From the intersection of this latter line with the a 
axis, draw a line to 500 on the V scale, crossing the P scale at the desired 
value, 68 tons. 

NOMOGRAPHS FOR RIGIDITY, STIFFNESS, AND SOFTNESS OF PAPER* 

Clark* has described very valuable methods for the determination of 
the rigidity, stiffness, and softness of paper. In this connection, he has 
defined (1) the rigidity of paper as the property of resisting an applied 

^ Paper Trade /., 94 (2), 31 (1932). 

* Paper Ind., 17, 409 (1936). 

* Clark, Jabies d’A., Paper Trade /., 100 (13) 169, 1935. 
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force; (2) the rigidity factor as a measure of the rigidity of the structure 
of the sheet and proportional to the modulus of rigidity; (3) the stiffness 
of paper as its ability to support its own weight; and (4) the softness of 
paper as the feeling of softness when the sheet is crumpled in the hand, 
which property depends upon the ease of crumpling and the absence of 
sharp edges in the crumpled sheet. 



Fiq. 66. — E>aft production. 


. In addition to describing a sturdy mechanical device for performing 
the tests, Clark presents a simplified field method which brings these 
extremely practical determinations within the reach of all. The speci- 
men is cut with parallel edges in each principal direction of the paper and 
is about 60 mm. (2 in.) wide and over 75 mm. (3 in.) long or as long as 
may be convenient. “For field tests a threefold pocket rule may be used 
to give fairly accurate results. The test is made by cutting a parallel 
strip of the paper, inserting it between two of the folded sections of the 
rule. Using the third section opened at right angles to the other two as 
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a pointer, and the square edge of the remaining paper to indicate when 
the sweep of the pointer is through a right angle, the folded section carry- 
ing the strip is held in a horizontal position on the edge of a table and 
rotated.” The overhanging length of the strip is adjusted until the speci- 
men just falls through the vertical on being rotated through 90 deg. The 
overhanging length is then measured, and the caliper and basis weight are 
determined in the u^al manner. The basic caliper of creped paper is 



Fig. 67. — Rigidity, stiffness, and softness of paper. 

measured by means of a dial micrometer using strips of paper cut in the 
machine direction and about 15 mm. (f in.) wide. A single strip is 
placed between the jaws of the micrometer which should have a closing 
pressure of 1 Ib./sq. in., and the paper is stretched with the fingers. The 
minimtim reading just before the strip breaks is recorded as the basic 
caliper. 

Rigidity, rigidity factor, stiffness, and softness may then be calculated 
by means of four formulas. It is the purpose of this topic to facilitate 
these calculations with alignment charts. Figure 67 permits computa- 
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tion/of rigidity, stiffness, and softness, while Fig. 68 deals with the deter- 
mination of the rigidity factor. The use of the charts may be illustrated 
as follows; a sample of stereo tissue with a basis weight of 14 g./sq. m. 
and a caliper (and also, in this case, a basic caliper) of 0.8 of one-thou- 
sandth of an inch shows an overhanging length of 7.0 cm. for strips cut in 



Fia. 68. — Rigidity factor, for paper. 

the machine direction when tested as described previously. Using Fig. 67, 
connect 14 on the basis weight scale with 7.0 on the length scale, and read 
the rigidity as 0.48 on the R scale. Connect the basic caliper of 0.8 on 
the t scale with the rigidity so found, and project the line to meet the 
S stale in the value of 53 for the softness. Opposite 7.0 on the length 
scale, read the stiffness as 3.4. 
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Using Fig. 68, connect 14 on the basis weight scale with 7,0 on the 
length scale, and note the intersection with the A axis. Connect this 
intersection with 0.8 on the caliper scale, and project the line to meet the 
RF scale in the value 94 for the rigidity factor. 

The equations involved are 

Rigidity 
Stiffness 
^ Rigidity factor 
Softness 

where W = basis weight, g./sq. m. 

L = overhanging length, cm. 

T = caliper, number of thousands of an inch. 
t = basic caliper, number of thousandths of an inch. 

METHODS OF CALCULATING THE LENGTH OF PAPER IN A KOLU 

The calculation of the unwound length of paper in a roll is an impor- 
tant one and is of interest to manufacturers and converters alike. Often, 
however, the manufacturer and converter, in dealing with the same roll 
order, will employ widely different methods in determining this value. 
Inasmuch as the various methods depend upon the measurement of 
entirely different quantities, which are not capable of determination to 
the same degree of precision, divergent results are sometimes obtained 
and these may lead to unfortunate misunderstandings. The three most 
commonly used length formulas are derived and discussed here, and 
nomographs for their solution are presented with a view toward relieving 
the situation. 

Nomenclature. — In the ensuing discussion, the symbols have the 
following significances: 

L = unwound length of paper in the roll, ft. 

D and R = diameter and radius, respectively, of the roll, in. 
d and r = diameter and radius, respectively, of the core, in. 
c = caliper of the sheet, in. 

n == number of turns in the roll, or number of revolutions of 
the roll while imwinding between diameters of *D and d. 

W = net weight of paper in the roll, lb. 

R s= ream weight of paper, lb. 
b « width of the roU, in. 

iPaper/nd., 16, 29 (1934). 


WL^ 

10,000 

100 

WL^ 

100f» 
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Method I. — Given: Diameters of the roll and core, and the caliper. 


L = 


- d^) 
48c 


(19) 


The area of paper in the end of the roll is the difference between the 
area of the circle bounded by the outer edge and the gross area of the 
core, or — d*)/4 sq. in. The area of the sheet, unwound, is that of a 
rectangle L ft. in length and c in. wide, or 12Lc sq. in. Equating the 
expressions for the identical areas, 


12Lc = 


ir(2)2 - d2) 

4 


where the left side of the equation assumes the caliper to be the true 
average and the right side assumes the sheet to be wound ideally tight. 
On solving for the length, 

, 7r(D2 - d^) 

48c 

In Fig. 69,^ which covers the common core diameters of 3^ in. and 
6f in., the broken line shows that 3,500 ft. are wound on a 3i-in. core 
when the diameter of the roll is 40 in. and the caliper of the sheet is 
0.030 in. 

As suggested by H. F. Cotter, in a private communication, it is 
interesting to note that the edge of the sheet when wound on the core 
traces an Archimedean spiral, the radius of which gains c in. during each 
revolution or c/2ir in. during each radian swept through. The equation 
of the spiral, in polar coordinates, is evidently 


r> 1 

= r + ^, 


where 6 is the angle in radians, and the length may be found by inte- 
grating the expression 

VdR^rWde* 

dL = tk 


between r and R, which gives 



12 



c» 




Because of the low value of c, the entire second term in the integrated 
expression becomes negligible as does 1 under the radical in the first term 

^ Paper Ind., 12 , 1741 , ( 1931 ). 
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in compariBon to Ar*R^/c^, so that the equation reduces to 
, 1 fR 2 kRY ir(R* - r*) 

^"T2l>2— A iST" 

_ t(2)* - d*) 

48c 

which is identical with Eq. (19). 

Equation (19) is very convenient since only a rule and a micrometer 
are needed to provide the necessary measurements. However, its 



Fio. 69. — Roll length. 

disadvantages are that it depends upon caliper, which is often far from 
uniform, and upon the manner in which the roll has been wound. 

Method n.— Given; Diameters of the roll and core and the number of 
revolutions of the roll while unwinding. 

im(D + d) 

24 


L 


( 20 ) 
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The addition of the diameters of the roll and core gives Eq. (20) a 
somewhat anomalous appearance and may lead one to believe that the 
expression is but a rough approximation. This is far from the case, 
however, since it is capable of several rigorous derivations, the simplest 
of which states that, for an ideally wound roll, the difference in radii of 
the roll and core, R — r, must be equal to nc, the thickness of n turns, 
each of which has a caliper of c in. Equating and solving for c, 

_ R — r _ D — d 
n 2n 

On substituting this expression in Eq. (19), 

_ ir(Z)2 - d*)2n _ irn(D + d) 

^ 48(Z) -d) 24 ■ 

The unwound length may also be considered as the sum of the 
circumference of n nearly perfect circles. The diameters of the first, 
second, and third turns are, respectively, d + c, d + 3c, and d + 5c. 
The corresponding cumulative sums of the diameters are d + c, 2d + 4c, 
and 3d + 9c, the cumulative sum of the diameters at the nth turn being, 
by inspection, nd + n®c. The sum of the n circumferences is im(d + nc) 
in. so that 

12 

Substitution of c = (D — d)/2n in the length expression leads to 

• f j , D — d\ Tn(D + d) 

^ “ 12 V + ) 24 

The use of Fig. 70 is illustrated as follows: What length of paper is 
wovmd on a 3i-in. core when, the diameter of the roll becomes 28.5 in. 
after 1,100 revolutions? The'sum of the roll and core diameters is 32 in. 
Connect 32 on the 2> + d scale with 1,100 on the n scale, and read the 
desired value as 4,600 ft. on the L scale. 

Although the diameters of the roll and core are easily measured and 
the number of turns is conveniently read from a revolution coimter, it 
must be remembered that the results obtained by application of Eq. (20) 
depend somewhat upon the tension with Which the roll has been wound. 

Method in. — Given: Net weight of the roll, width of the roll, and the 
ream weight of the sheet. 


L - 36,000^- 


( 21 ) 
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Wh^ the ream dimensions are 24 by 36 in., 500, the ream weight, 
R, is the weight of 600 X 2 X 3, or 3,000 sq. ft., and the weight of 1 sq. ft. 
is i2/3000 lb. The total number of square feet in the roll is the quotient 
of the net weight of the roll and the weight of 1 sq. ft., or 3,OOOW//2. 


5000 

4000 

3000 

2000 

1500 

1000 

900 

800 

700 

600 




Fig. 70. — Roll length. 



The unwound length is the quotient of the total area and the width of the 
roll in feet, 6/12, or 


3,000F .12_ F 

R T ~ Rb 


The constant, of course, depends upon the definition of the ream. 
When the ream dimensions are 24 by 36 in., 48Q and 25 by 38 in., 600 the 
constants are 34,560 and 39,580, respectively. 
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The use of Fig. 71^ is illustrated as foHows: What is the length of sheet 
in a roll 48 in. in width when it weighs 1,500 lb. and when the ream 
weight is 70 lb. (24 by 36 in., 600)? Following the key, connect 70 on 
the R scale with 48 on the b scale, and note the intersection with the 
a axis. Connect this point with 1,600 on the W scale, and read the 
length of paper in the roll as 16,000 ft. on the L scale. 

Equation (21) may not always be so convenient to apply as Eqs. (19) 
and (20) since it requires weighing of the roll and core, determinations of 
the ream weight, and measurement of the width. However, these data 



Fig. 71. — Roll length. 


are usually a matter of record, and Eq. (21) is more accurate than Eq. (19) 
when suflScient ream-weight samples are taken to make sure that they are 
representative since R in Eq. (21) can be determined with greater pre-, 
cision than can c in Eq. (19), In addition, Eq. (21) is independent of the 
tension with which the roll is wound and applies to tightly and loosely 
wound rolls alike and is thus superior to both Eqs. (19) and (20). 

SPECIFIC-GRAVITY NOMOGRAPH* 

Figure 72 enables rapid calculation of the specific gravity S of test 
liner or chip board and the weight W in pounds per 1,000 sq. ft. when w, 

^ Paper /nd., 18, 1101 (1931). 

•Paper /nd., 13 (1), 67 (1931). 
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the weight in grams of 10 sq. in., and c, the caliper in thousandths of an 
inch, are known. 



Fio. 72. — Specific gravity. 

The relations involved are 

W = Sl,75w 
d 


W 

0.1923 — 
c 


6.105 -• 
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SPLIT-SBT NOMOGRAPH^ 

In connection with the winding of paper on the reel, winder, and 
rewinder, it is usual practice to ^^flag” the close of each day in order to 
^ Paper Ind., 17, 953 (1986). 



N0M0QRAPH8 OF INTEREST TO THE PAPER INDUSTRY 107 


facilitate production accounting. Flagging is accomplished by the 
insertion of a piece of colored paper or cloth, and it falls to the lot of some- 
one to estimate the distribution of the weight of the paper between the 
successive days, using the flag as a guide. 

It is clear that an inch of paper near the edge of the roll weighs con- 
siderably more than an inch at the center and a great deal more than an 

inch very near the core, so that visual estima- 

tion is extreAiely uncertain at best. There is 
evident need for a rapid graphical method of set / ^ \ 

splitting based upon sound geometrical con- / j x, \ \ 

siderations and simple enough to be used by | [ | | 

anyone. Figure 736 meets these requirements, \ V \ j ) / 

and it is founded upon the following facts and \ ^ y J 

reasonable assumptions. In Fig. 73a, let y 

X = distance, core to any flag point. 

X = distance, core to edge of roll. FiQ- 73o.— C ore and roll 

d j. . dimensions. 

= diameter of the core. 

w = weight of paper between core and any flag point. 

W = weight of paper in the entire roll. 

Considering the end of the roll, the area of paper between the core 
and any flag point is 

[(5 + *} ~ t ] 


Similarly, the total area between the core and the edge is TrX{d 4- X), 
Assuming that the moisture content, bulk, and winding tension are 
uniform throughout, it is seen that the respective ratios of the weights 
and end areas of the paper in the partial roll and in the entire roll are 
equal. That is, 

w _ x(d -h x) 

w f x{d + xy 


which is the equation upon which the chart is based. The expression 
holds for any consistent units of weight and length, but the nomograph 
is built especially for the common core diamffters of 3.5, 4.5, and 5.58 in. 
Note that the chart deals with the easily determined distances out from 
the core and not with roll diameters which are usually more difficult to 
measure. 

The use of Fig. 736 is illustrated as follows: On a rewinder at the 
close of a day, a flag is found at a point 5.25 in. from the 3.5-in. core. 
' When completed the roll is found to weigh 1,500 lb. and to have attained 
a depth on the core of 12 in. How much of this paper is between the 
core and the flag, i.e., how much of this set should be credited to the day 
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just ended? Following the broken lines, connect 1,600 on the central 
weight scale with 12 on the distance scale at the e^dreme left, and note 
the intersection with the A axis. Connect this intersection with 5.26 
on the same distance scale, and produce the line to meet the weight scale 
in the desired value, 370. Then, 370 lb. should be credited to the closing 
day and 1,600 — 370, or 1,130, to the following day. 

Twenty-five hundred pounds of paper are wound on a 4.5-in. core to 
a depth of 14 in. What weight of paper corresponds to the’ inch of depth 
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Fig. 73&. — Split set. 
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between 13 and 14 in., 8 and 9 in., and 2 and 3 in.? Using the chart in 
the same manner but working with the distance scale marked for 4.5-in. 
cores, it is possible to obtain the values given in Table IX. 


Table IX 


Depth on core, 
in. 


1‘4 

1) 

4 


« 


Weight at corresponding 
depth, lb. 

Difference in weight, lb. 

2,600] 

2,200 


300 

1,176] 

965] 


210 

217] 

126J 


02 
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The close of a day finds paper wound on a 5.58-in. core to a depth 
of 5 in. At this time the machine reel contains a quantity of paper made 
during the day just closing. This is marked with a flag, and paper made 
at the beginning of the new day is wound on top of it. Later, in the new 
day, this paper is wound from the reel to the winder and flagged properly. 
When the set on the winder is completed, it exhibits a zone of new-day 
paper between two zones of old-day paper, flags appearing at distances 
of 5 and 10 in. from the core, as indicated in Fig. 73c. The completed 
set shows a depth of 14 in. on the core and weighs 2,400 lb. How shall 
the set be distributed between old and new days? 

Working entirely in the right half of the chart (Fig. 736), connect 
2,400 on the weight scale with 14 on the 
distance scale and note the intersection with 
the B axis. Connect this point with 10 on 
the distance scale, and produce the line to 
meet the weight scale in the value 1360 lb. 

Further, connect 5 on the distance scale 
with the intersection on the B axis, and 
produce the line to meet the weight scale 
in the value 460 lb. The inner zone between 
the 5- and 10-in. flags is new-day paper and 
weighs 1,360 — 460, or 900, lb. The balance 
of the set, 2,400 — 900, or 1,500, lb. is old- 
day paper and is the weight of the combined inner and outer zones. 

While the chart is designed for core diameters of 3.5, 4.5, and 5.58 
in., it can be used without serious error where the diameters of the cores 
are within ^ in. of these values. 



PULP-VISCOSITY NOMOGRAPHS^ 

The growing appreciation of the significance and value of the cupram- 
monium viscosity test, as applied to bleached and unbleached chemical 
pulps and to rag stocks, has led to its adoption in many paper and textile 
control and research laboratories. 

The test is known as Cuprammonium Disperse Viscosity of Pulp, 
T 206 m and is approved by the Technical Association of the Pulp and 
Paper Industry as an official standard. Briefly, it provides for the 
following: 

1. Dissolving the pulp in a solution containing 200 g. of ammonia 
(NHs) and 15 g. of copper per liter in a concentration equivalent to 1 g. 
of oven-dry pulp to 100 ml. 


1 Paper fnd., 17, 101 (1986). 
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2. Measuring the time required for the level of liquid to fall between 
two marks in a tube of carefully specified 4imensions, the effluent passing 
through a capillary and the system being maintained at 20°C. 


Time of 
Flow Between 
Marks, Secs. 



Fio. 74. — Pulp viscosity. 


3. Calculation of the viscosity as a function of the measured time, 
the specific gravity of the solution, and constants specific to the tube. 
The general relationship between the variables is 



where V is the viscosity, centipoises; 0.96 is the specific gravity of the 
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cuprammonium solution of pulp; t is the measured time of flow, seconds, 
and k and C are the gravity and tube constants, respectively. These 
differ from tube to tube and are previously determined by tests with 
glycerin solutions and water of known viscosities, as provided in the 
official standard procedure. 



Fig. 76. — Pulp viscosity. 
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As an illustration of the use of Fig. 74, consider the case of a bleached 
soda pulp which gave a test of 110 sec. when a viscosity tube was used 
which had gravity and tube constants of 860 and 8.20, respectively. 
Following the key, connect 860 on the k scale with 110 on the t scale 
and produce the line to the A axis. Connect the point so found with 8.20 
on the C scale, and read the viscosity on the V scale as 12.0 centipoises. 

In the case of unbleached pulps, such as hard sulfite and kraft, the 
time of efflux is much larger so that the term k/t is small compared with i 
and may be safely neglected. This simplifies the expression to 
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and enables the use of Fig. 75 which permits the calculation to be effected 
in one operation. 

Thus, the broken line in this diagram indicates that an unbleached 
soda pulp has a viscosity of 60 centipoises when the time of flow is 720 sec. 
and the tube constant is 11.5. 

' When adapting the charts for individual use, it is helpful to designate 
the viscosity tubes by numbers and to mark these numbers opposite 
the proper values of the gravity and tube constants on the k and C scales 
as illustrated by No. 12 and No. 8 appearing in Figs. 74 and 76. This is 
particularly advantageous where a number of tubes are in daily use since 
it prevents confusion of constants and attendant error. 

Acknowledgment is made of several suggestions as to the data used 
here, particularly those of M. D. Reuben of the York Haven Paper Co., 
who arranged the testing method for the Technical Association. 

CHART FOR CUPRAMMONIUM VISCOSITY OF RAG BLENDS^ 

In connection with their study of rag evaluation, Wennberg and 
Landt^ have shown that it is possible to calculate the cuprammonium 
viscosity of a binary rag blend when the percentage composition of the 
blend and the viscosities of the components are known. 

A rearranged form of the equation connecting the variables is 

ioo-« 

V - viR 

* / 

where i? is the viscosity of the blend, rji is the viscosity of the less viscous 
component, R is the ratio of viscosities, higher to lower, 8 is the percentage 
of the less viscous component in the blend, and where all the cupram- 
monium viscosities are in centipoises determined at 25°C., by the Shirley 
Institute method.* 

The equation is somewhat involved and can be handled most readily, 
by means of Fig. 76. The broken lines serve to illustrate the use of the 
nomograph and answer the question. What will be the cuprammonium 
viscosity of a blend made up of two rag stocks of viscosities of 63 and 9 
centipoises when the percentages of the components are 60 and 40, respec- 
tively? The ratio of the viscosities, i?, is or 7. Following the key 
connect 7 on the B scale with 40 on the 8 scale and note the intersection 
with the A axis. Connect this latter point with 9 on the rn scale, and 
read the viscosity of the blend on the 97 scale as 29 centipoises. 

^ Paper Ind., 14, 729 (1938). 

^ Paper Trade 98 (18) Tappi Sec., p. 202 (1931). 

*Bibtwbll, C., D. a. Clibbens, and A. Geake, /. Textile Inst,, 17, T145 (1926). 



NOMOGRAPHS OF INTEREST TO THE PAPER INDUSTRY 113 


LINE-COORDINATE CHART FOR WASTE SULFITE LIQUORS 

Figure 77 is a line-coordinate chart dealing with the determination 
of solids in waste sulfite liquor when the specific gravity 6 and the tem- 
perature t in degrees Fahrenheit are known and is based upon the data 
of Moore.* 

On ordinary cross-section paper, 6 and for various percentages of 
solids, can be plotted as a family of curves concave toward the origin, while 



d and (1 + 0.003970^ can be plotted as a family of straight lines. It is 
these latter functions which are plotted in opposite directions on the 
parallel d and t axes of the chart. The scale labeled Per Cent Solids is 
the locus of the intersections of pairs of lines connecting corresponding 
specific-gravity and temperature values. 

The broken line indicates that a sample of waste sulfite liquor con- 
centrated to the point where its specific gravity is 1.105 at 120®F. contains 
23.2 per cent soUds. 

1 Paper Trade 96 (9), Tappi Sec., p. 106 (1932). 

* Moore, H. K., Trane, Am, Inet, Chem, Eng,^ 16 (II), 245 (1923). 
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PAPER-WINBING NOMOGRAPHS^ 

The winding of paper, whether on the paper machine, supercalenders, 
and rewinders or in various conversion operations, presents many absorb- 
ing calculations which are of never-failing interest to operators and 
superintendents who will find Figs. 78 and 79 helpful in making them. 



Fio, 77. — Waste sulfite liquor. 


Both charts have their ori^ in the simple geometry of. the circle 
and enable paper-winding calculations to be made without recourse to a 
slide rule or to the drudgery of pencil and paper work, as shown in the 
following examples: 

^ Paper Ind., 16, 688 (1936). 
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A roll of paper 20 in. in diameter is to be built up to a diameter of 
30 in. at the expense of a 40-in. roll. What will be the final diameter 
of the diminishing roll? This roll bears splices at diameters of 32 and 34 
in. Will they carry over into the new roll? Following the dotted lines 
in Fig. 78, connect 20 on the growing^’ scale at the right with 40 on the 
^‘diminishing’^ scale at the left, noting the intersection with the central 



Fia, 78. — Paper winding. 


axis. Connect this point with 30 on the growing scale, and produce the 
line to the diminishing scale ’where it is seen that the final diameter of the 
diminishing roll will be about 33^ in. and that the splice at 34 in. will 
appear in the new roll while the other will not. 

Ip there enough paper on a roll 26 in. in diameter wound on a 6i-in. 
core to increase the diameter of another roll from 30 in. to 40 in.? Using 
the chart as shown below, connect 30 on the growing scale with 26 on the 
diminishing scale and note the intersection with the central axis. Pro- 
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duce a line from 40 on the growing scale through this point, and note 
that it would meet the diminishing scale considerably below the 5-in. 
mark, showing that there is insufficient paper available. To determine 
the extent to which the diameter of the growing roll could be increased, 

r^2 



Fio. 79. — Paper winding. 



connect the intersection on the central axis just found with the core 
diameter, 5i in., on the diminishing scale and produce the lipe to the 
right where the final diameter of the increasing roll is seen to be about 
38f in. 

Figure 78 is based upon the relationship 


d/ - Vdi* + Di* - Dj* 
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where d and D represent the diameters of the diminishing and growing 
rolls, respectively, and i and / denote initial and final conditions. 

In instances where a large roll on the winder is to be built up from 
several smaller rolls on the reel, it is desirable to know how many such 
smaller rolls will be needed or, conversely, how large to make the reel rolls 
in order that a certain convenient number will suffice. For example, how 
many 30-in. reel rolls are needed to build up a 42-in. roll on the winder 
if the reel is 16 in. in diameter and 4^in. winder cores are used? Using 
Fig. 79, connect 30 on the Di scale with 16 on the di scale and produce 
the line to meet the A axis. A line from this latter intersection to 42 on 
the 2>2 scale will cut the n scale a little below 3, showing that nearly 
three such reel rolls are required. What should be the exact diameter 
of the reel rolls so that three will suffice? As shown by the dotted lines in 
Fig. 79, connect 42 on the D 2 scale with 3 on the n scale and produce the 
line to meet the A axis. Connect the point so found with 16 on the di 
scale, and produce the line to meet the Di scale at 28.9, showing that 
the reel rolls need be only 28.9 in. in diameter when three full reel rolls 
are provided. 

While the D 2 scale is built for 4^in. cores, its use in the case of cores 
of diameters of 3^ and 5^ in. results in errors of only one-tenth of an inch 
in the diameter of the roll on the reel when di and Dt are 14 and 40 in., 
respectively. 

Figure 79 depends upon the relationship 

D2^ - 20 

^ Di* - di* 

where n is the number of reel rolls, having diameters of Di in. and wound 
on di-in. reels, required to make up a winder roll Z >2 in. in diameter 
wound on a 4i-m. core. 
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pH NOMOGRAPHS 

NOMOGRAPH FOR EVALUATING ELECTROMETRIC HYDROGEN-ION 

DETERMINATIONS^ 

Figure 80 facilitates solution of the equation 

„ _ y - 0.2458 - 0.0002(< - 25) 

0.0001983(< + 273) 

where V = the measured voltage due to the difference in potential 
between a calomel electrode (mercury in contact with calomel in a 
saturated solution of KCl) and a hydrogen electrode placed in the test 
solution; and t = temperature in degrees centigrade. In the example 
shown, when the voltage is 0.75 and the temperature 20° the pH is 
foimd to be 8.7. 

The value, 0.2458, is the potential given for the saturated calomel 
electrode at 25°C.^, while the temperature coefficient is that given by 
Fales and Mudge.* 

NOMOGRAPH FOR ELECTROMETRIC pH DETERMINATIONS^ 

Most electrometric methods for the determination of hydrogen-ion 
concentration involve the use' of either the hydrogqn or quinhydrone 
electrodes together with a saturated KCl-calomel electrode. For careful 
work, it is necessary to operate at exactly 25°C., using tables or curves 
to convert from voltage to pH or to note the actual temperature and make 
the proper corrections when using the graphs and tables. 

In the case of the hydrogen-calomel cell, a convenient alignment chart 
is already available for handling the voltage to pH conversion with the 
attendant temperature corrections.® For use with the quinhydrone- 
calomel cell, Schollenberger® has presented plots similar to those some- 
times supplied by potentiometric-equipment manufacturers. It is the 
purpose of thi^ topic to show how the conversions and corrections for 

1 Chem. & Mel. Eng., 88, 416 (1931). 

> Notes on Hydrogen-ion Measurements,” Note Book 3, p. 15, liceds ^ Northrop 
Company, Philadelphia, 1930. 

* Fales, H. A., and W. A. Mudob, J. Am. Chem. Soc., 48, 2434 (1920). 

® ChemietrAnalyety 26, 33 (1937). 

» Chem. & Mel. Eng., 88 (7), 416 (1931). 

* ScHOLLENBEBOER, G. J., Chemtsl^Analysl, 81 (4), 8 (1932). 
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the quinhydrone cell may be made by means of the more convenient 
nomographic charts. 

At 25°C., the expression 

pH = 7.67 - 16.927 


shows the relation between the pH value and the voltage V. The 
ordinary slide rule cannot be set so as to permit direct solution of this 


1.2-3 

1.1 

1.0 -T 

0.9 -i 
0.8 i 
0.7 -i 
0 . 6 ^ 
0.5 -i 
0.4^ 
0.3 -j 
02 -= 




tj Tempero+ure, Deg.C. 


Fiq. 80. — pH. 



equation, but recourse may be had to the extremely simple chart, Fig. 81. 
In Fig. 81, it will be noted that when using the quinhydrone cell at 25®C. 
a voltage of 0.24 corresponds to a pH of 3.6. 

Figure 82 is intended for use when the determinations are carried out 
at temperatures other than 25°C. It solves the equation 

„ _ 0.4526 - 0.00009(« - 25) - F 
0.0591 + 0.0002(< - 25) 


where t is the centigrade temperature. The nomograph is constructed 
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by methods described in Chap. VI of “Empirical Equations and 
Nomography.”* 

The use of Fig. 82 is illustrated by the broken line which indicates 
that when the voltage is 0.2 and the temperature is 30°C. the pH value is 
4.19. At a temperature of 25*’C., Fig. 82 of course gives results identical 
with Fig. 81. For a temperature of 25°C., Fig. 81 is the preferred chart 
both on the ground of precision and simplicity of use. . In case deter- 



t, Temperature 
Deg.C. 



. Fia. 82. — pH. 



minations are habitually made at any other temperature, say 20°C., it is 
possible to substitute 20 for t in the general equation and arrive at 


pH 


0.4526 - 0.00009(-5) - 
0.0691 + 0.0002(-5) 
0.4531 - V 


0.0581 


= 7.80 - 17.22F 


after which a chart similar in form to Fig. 81 may be constructed. 

^ Datis, Dai.b S., “Empirical Equations and Nomography,’’ McGraw-Hill Book 
Company, Inc., New York, 1943. 
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pH NOMOGRAPH FOR INDUSTRIAL ALKALIES^ 

Reliable data covering the pH values of dilute aqueous solutions of 
the common alkalies are of considerable value in view of the industrial 
importance of alkalies and in particular their widespread use in the paper 
industry. Such data are at last available^ and deal with concentrations 
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Fio. 83. — pH of industrial alkalies. 


of 0.1 to 10 per cent of Na 2 B 407 , NajCOs, NasP 04 , Na4Si04, KOH, and 
NaOH. pH is shown to be linear with the logarithm of concentration 
for NatCOs over the entire range and for the others up to about 1 per cent. 
This relationship and the use of a specially derived concentration scale 
above 1 per cent enable construction of the line coordinate chart (Fig. 83) 


> Paper Ind. & Paper World, 98, 802 (1940). 

'“Wyandotte Caustic Soda,” a booklet distributed by the Michigan Alkali 
Company, Wyandotte, Mich. 
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which facilitates interpolation. The chart, then, can be said to depend 
upon the following relationships: 


pH = a + 6 log C 

and 

pH = a' + 67(C) 


where C is percentage concentration and a, 6, a', and 6' are constants 
specific to the alkali. 



Fia. 84. — pH of natural waters. 


In the legends, “left” and “right” refer to the scales at the left and 
right of the concentration axis. These are identical between 0.1 and 
1 per cent, reqmring only one to be given, but differ increasingly between 
1 and 10 per cent. The dotted line indicates that an aqueous solution 
coqtaining 0.55 per cent of anhydrous NajCOs has a pH of 11.11, while 
the dashed line shows that a 5 per cent solution of NaOH tests 13.80 in 
pH value. The percentages appearing after some of the formulas indi- 
cate the maximum concentrations for which the chart is to be used. 

The nature of the agreement between the original data and pH values 
as read from the nomograph is shown in Table X where pandlel columns 
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of observed and calculated pH values for several concentrations of each 
alkali are listed. As stated in ‘‘Wyandotte Caustic Soda/^ the alkalies 
used in the original investigation were all of technical grade, and the 


Table X. — pH op Aqueous Solutions op Industrial Alkalies 


Percent- 
age con- 
centra- 
tion 

Na2B407 

NaaCOa 

NaaP04 

Na4Si04 

KOH 

NaOH 

Data 

Chart 

Data 

Chart 

Data 

Chart 

Data 

Chart 

Data 

Chart 

Data 

Chart 

■n 

9.14 

9.14 

10.85 

10.85 

11.50 

11.50 

12.05 

12.05 

12.05 

12.02 

12.29 

12.29 

■B 



11.01 

11.02 

11.71 

11.72 

12.42 

12.41 

12.49 

12.47 

12.66 

12.66 

mSm 



11.12 

11.13 

11.85 

11.85 

12.65 

12.65 

12.77 

12.76 

12.90 

12.89 

1.0 

9.15 

9.15 

11.20 

11.20 

11.95 

11.95 

12.82 

12.82 

12.97 

12.97 

13.06 

13.06 

2.0 



11.30 

11.30 

12.10 

12.11 

13.05 

13.05 13.25 

13.26 

13.34 

13.34 

3.0 



11.3611.36 

12.23 

12.22 

13.20 

13.1813.42 

13.43 

13.53 

13.52 

5.0 



11.4511.45 

12.45 

12.38 

13.42 

13.3613.65 

13.64 

13.82 

13.80 

7.0 

10.0 



11.50 

11.55 

11.50 

11.55 





13.82 

14.00 

13.77 

13.93 




concentration values are subject to some slight variation depending 
upon the origin of the material. 


pH NOMOGRAPH FOR NATURAL WATERS^ 


Joos and Rohlin,^ state that for natural waters a definite relationship 
exists among bicarbonate hardness, free carbon dioxide, and pH value 
as follows: 


pH = log 


2,000, OOOA 
B 


where A is the alkalinity as CaCOa and B is the CO 2 present, both in 
parts per million. 

The equation can be solved .most conveniently and accurately by 
means of Fig. 84, which covers satisfactorily mde ranges of data and 
which can be used by many laboratory assistants who might not be able 
to handle the equation directly. 

The broken line indicates that a pH value of 6.7 may be expected 
from a natural water containing 8 parts per million of free CO 2 when the 
alkalinity, expressed as parts per million of CaCOs, is 20. 

^ Chemiat-Analyatf 26, 14 (1937). 

* Joos, C. E., and V. A. Rohlin, Heating, Piping, and Air Conditioning, 4 (8), 
533 (1932). 
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VAPOR-PRESSURE-TEMPERATURE-CONCENTRATION 

NOMOGRAPHS 

VAPOR PRESSURES OF NITRIC AND SULFURIC ACIDS^ 

Extensive use of the available data on the vapor pressures, total 
and partial, of sulfuric and nitric acids makes it desirable for a large 
number of chemists, physicists, and engineers to have this information in 
as accurate and convenient a form as possible. Alignment and line- 
coordinate charts, of course, meet these conditions admirably, and their 
use, in connection with many types of technical endeavor, has increased 
markedly duriUg the past few years. 

The application of the line-coordinate chart, in particular, to the 
vapor-pressure data of these two most commonly used heavy chemicals 
is believed to warrant the presentation of the accompanying diagrams, 
older forms of which have been profitably used by one of the authors for 
some time. These charts (Figs. 85 to 90) should be of value to the 
manufacturers and users of the individual acids and should also prove 
to be a convenient source of information to laboratory men, to those 
handling these chemicals, and to those concerned with sulfonations, 
nitrations, and other operations in which sulfuric and nitric acids play 
important parts. Similar detailed charts for total vapor pressure of 
sulfuric acid and for partial pressure of water over strong sulfuric acid 
solutions have already appeared. ^ ^ 

The data used in the construction of the present charts are taken 
from several sources.* 

No attempt has been made to determine empirical equations con- 
necting percentage of acid, vapor pressure, and temperature. For the 
purposes of the line-coordinate charts it is sufficient, in the case of but 
two of the variables, to choose functions which shall be linear one with 
the other. These functions are plotted along the parallel axes, while the 
curved scale represents the third variable. * 

^ Pbbbt, J. H., and D. S. Davis, Chem. & Met. Eng., 41, 188 (1934). 

* Chem. dt Met. Eng., 41, 77 (19^). 

International Critical Tables,” Vol. Ill, p. 303, McGraw-Hill Book Company, 
Inc., New York, 1928; Mbtbbbn, W. V., Z. phyaik. Chem., (A), 160, 272-278 (1932); 
Hbfbubn, J.R.I., Proc. Phy$. 8oc., 40, 249-260 (1928). 
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Fio, 86. — Total vapor preasure over RNO>. 
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Fig. 86. — Total vapor pressure over HNOs. 


PARTIAL AND TOTAL VAPOR PRESSURE CHARTS FOR SULFURIC 
AND PHOSPHORIC ACIDS^ 

The equation 

log P = il - y 

where p = partial or total pressures of the compounds in question 
T ■* temperature, °K. 

serves to correlate sulfuric^ and phosphoric* acid data. The index lines 
are sufficient illustration of the.use of the charts, Figs. 91-94. * 

^ Pbbbt, J. H.| and H. C. Dims, Chem, dt Met, Eng,, 41, 74 (1934). 

* ^International Critical Tables,” Vol. Ill, pp. 303-304. 

* Private communication from W. H. Woodstock of The Victor Chemical Works to 
J. H. Perry. 
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Fio. 87. — Partial pressure of HNOi. 
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NOMOGRAPH FOR AMMONIA VAPOR PRESSURE 
AND COMPOSITION DATAi 

The use of Fig. 95 is illustrated as follows: What are the partial pres- 
sure of ammonia and water vapor in an aqueous solution of ammonia 




Fio. 88. — Partial pressure of HNOa. 


that tests 30 mole per cent NHt at 130°F.? Connect 130’’ on scale B 
with 30 mole per cent on scale C and read the partial pressure of VlHs as 
37 Ib./in.* on scale A. Connect 130° on scale B with 30 mole per cent on 
scale D and read the partial pressure of water vapor as> 1.6 Ib./in.* on 
scale A. What is the vapor composition over this solution? Connect 
* Othubb, D. F., Chem. & Met. Eng., 47, 631 (1940). 
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Fio. 89. — Partial pressure of HiO over HNOi. 
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Fio. 90. — Partial pressure of HaO over H 1 SO 4 . 
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130° on scale B with 30 mole per cent on scale E and read the water- 
vapor content in the vapor as 4.0 mole per cent. 



Fio. 91. — Partial pressure of 80« over fuming H 1 SO 4 . 


o;kaphical determination of ammonia solubility* 

Several expressions relating the equilibrium pressures of ammonia 
over aqueous ammonia solutions, the concentration of dissolved ammonia, 
and the temperature have been proposed. The equation 



where p is the partial pressure of ammonia in millimeters of mercury 
over a solution which has a concentration of c per cent ammonia and 
a and b are constants (Fig. 96a) depending upon the temperature, was 

* Chem. & Afet. Eng., 88, 676 (1031). 



132 


CHEMICAL ENGINEERING NOMOGRAPHS 


developed by Whitman (private communication, 1924) for use with 
Perman’s data.^ 
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Fio. 92, — ^Total pressure over H 3 SO 4 . 


From thermodynamic considerations, Kowalke, Hougen, and Wat- 
son* derived the following equation: 

> Fxbuan, E. P., J. Chism. 8oe., 8S, 1168 (1903). 

* EOWAliati,’ 0. L., 0. A. Hovokn, and E. M. Watson, Ckem. & Met. Eng., 32, 
m, 704 (1926). 
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In -2 = 10.82 
m 


4,425 

T 


(23) 


where p is the partial pressure of ammonia in atmospheres over a solu- 
tion containing m g. moles of anunonia per 1,000 g. of water at a tem- 
perature of T°C. abs. 



Fiq. 93. — Partial pressure of H *0 over H2SO4. 


In 1925, Sherwood^ published a critical study of all the best ammonia 
data, presenting tables and charts of pressure, temperature, and solubility 

‘ Sherwood, T. K., Ind, Eng. Chem,, 17, 745 (1926). 
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values. A little later ^ he proposed the following equation: 


S = Xp- - 83 + h27t ,, (24) 

where p is the partial pressure of ammonia in millimeters of mercury 
over a solution of S g. of ammonia in 1,000 g. of water at a temperature 
of K and n are constants depending on the temperature and must 
be read, at considerable sacrifice of accuracy, from a plot (Fig. 96a). 
No attempt was made to express K and n as functions of the temperature. 



40 
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1 - 0.8 


Fio. 94. — Partial pressure of H»0 over H»P04. 


Equation (22) is limited to temperatures between 10 and 40®C., to 
concentrations below 13 molal, and is not independent of the plot of a 
and b against the temperature. Equation (23) ^ while satisfactory below 
molalities of 4, is based on the heat of solution of ammonia at 25^C. and 
is restricted to^use near this temperature. Equation (24) must be sup^ 
plemented by the plot of K and n against t and shows some fairly large 
deviations from the accepted values. Sherwood's tables and charts 
give pressures and solubilities at intervals of lO^C. but are difficult to 
interpolate accurately. Hence there appears to be a need for an equation 
connecting these variables which can be used with accuracy over wide 
ranges. 

^ Sherwood, T. K., Chem, 6t Met, Eng,^ 82, 704 (1925). 
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Tabus XI. — Comparison op Actual Solubilities op NHi with Those Obtained 

BY Calculation 
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Fio. 05. — ^Ammonia vapor pressure and composition. 

For the ammonia data as compiled by Sherwood, the following two 
equations are proposed: 

^ “ 0.0015p + 6.989(10) + 0‘ ”** X 10-‘» 
for values of S below 100 and 

«r 

5 a (g-O.OJ»12H-».»« + 1) ^ 

- 100 sinh-» tan [-21.844 log (t + 25) -1- 76.264] (26) 


for values of 3 above 100. These equations cover partial pressures p up 



VAPOR-PRESSURE-TEMPERATURE-CONCENTRATION 


137 


to 1,000 mm. mercury and temperatures t from 0 to 60®C., S indicating 
grams of ammonia per 1,000 g. of water. Equations (26) and (26) are 
not intended for ordinary use, since routine calculations may be handled 
with greater facility by means of Figs. 966 and 97 from which solubilities 



Temperature^ Deg.C. 

Fig. 96a. — Constants for Eqs. (22) and (24). 


may be read either on the basis of 1,000 g. of water or 1,000 g. of solution. 
The solubility <r on the latter basis is related to S by the expression 


S 

1,000 + s' 


(27) 


Table XI lists a comparison of actual solubilities with solubilities 
calculated by the five equations, together with a comparison of per- 
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centage deviations. The table covers only four or five pressure-solubility 
combinations at each temperature. 


NOMOGRAPH FOR THE SOLUBILITY OF CHLORINE IN WATER* 


The most recent data on the solubility of chlorine in water are those 
of Whitney and Vivian* who presented pressure-concentration isotherms 


50 -n 




Fio. 966. — Partial pressure of NH*. 


in addition to tabular information for the ranges of 10 to 26'’C., 0.06 to 
1.0 atm. chlorine pressure, and 0.1 to 0.8 g. of chlorine per 100 g. of 
water. From sound theoretical considerations, they derived a relation 

Enf. Chem., 8S, 1202 (1941). 

* WnmoBT, R. P., and J. £. Vivian, Ind. Eng. Chem., SS, 741 (1941). . . 



VAFOR^PRESSURE-TEMPEBATURE-CONCENTRATION 


139 


between c, the concentration of chlorine (in all forms) as moles per 100 g. 
of water, and p, the chlorine pressure in atmospheres, equivalent to 

c ap + 6p* 

where a and h depend upon temperature. 


r 20 



Fio. 07. — Partial pressure of NHt. 


This equation and a table given by Whitney and Vivian* enable con- 
struction of the nomograph from which solubilities, corresponding to 
any temperature and pressure in the ranges of the data, can be read 


* IM. 
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quickly and accurately. The use of Fig. 98 is illustrated as follows: 
What is the solubility of chlorine in water when the chlorine pressure 
is 0.6 atm. and the temperature is 20®C.? Following the key, connect 
0.6 on the pi scale with 20 on the <i scale, and produce the line to the 
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Fio. 98. — Solubility of Clj in water. 


vertical axis at the right. Coimect 0.6 on the pt scale with 20 on the ft 
scale, and produce this line to the vertical axis at the left. A* line con- 
necting the intersections at the right and left axes will cut the S scale 
in the desired value, 4.89 g. of chlorine per 1,000 g. of water. 

Since the molecular weight of chlorine is 70.91, S in grams of chlorine 
per 1,000 g. of water is equal to 709.1c. 
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NOMOGRAPH FOR THE SOLUBILITY OF CHLORINE MONOXIDE 

IN WATER! 

Secoy and Cady* studied the equilibrium 

2HOC1 (aqueous) CUO (gas) + H 2 O (liquid), 

which bears directly upon a commercial process for the manufacture of 
hypochlorous acid, and presented pressure-concentration isotherms for 
3.46, 9.92, and 19.98°C., from which they prepared tabular data for 0, 
10, and 20®C. Though the data are not regarded as final, their indus- 
trial application warrants further correlation and presentation of an 
alignment chart for convenient interpolation of the solubility S in grams 
of chlorine monoxide per 100 g. of water at partial pressures p of solute 
between 1 and 70 mm. mercury, and at temperatures t between 0 and 
20°C. 

The chart is based on the relation 

p = aS^ 

where a and 6 depend upon temperature as given in Table XII. 


Table XII 


Temperature, 

''C. 

p = 1 to 20 mm. 

p = 20 to 70 mm. 

a 

h 

a 

h 

0 

0.01757 

2.003 

0.01231 

2.104 

2 

0.02280 

1.958 

0.01220 

2.146 

4 

0.02675 

1.955 

0.01210 

2.188 

6 

0.02955 

1.968 

0.01225 

2.226 

8 

0.03200 

1.982 

0.01280 

2.259 

10 

0.03472 

1.995 

0.01396 

2.281 

12 

0.63830 

2.007 

0.01745 

2.264 

14 

0.04309 

, 2.020 

0.02323 

2.228 

16 

0.04970 

2.034 

0.03150 

2.195 

18 

0.05921 

2.046 

0.04373 

2.162 

20 

0.07163 

2.060 

0.05953 

2.127 


The use of the chart (Fig. 99) is illustrated in this manner: What is 
the solubility of chlorine monoxide in water at 10®C. when the partial 
pressure of the solute is 35 mm. mercury? Following the upper index 
line, connect 35 on the p scale with 10 on the upper t scale, which is for 
pressures of 20 mm. or more, and produce the line to the S scale where 
the solubility is read as 31 g. of chlorine monoxide per 100 g. of water. 

! Ind, Eng, Chem., 84, 624 (1942). 

* Secoy, C. H., and G. H. Cady, J, Am, Chem, 5oc., 68, 2504 (1941). 
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What is the partial pressure of chlorine monoxide over an aqueous 
solution containing 8.2 g. of solute per 100 g. of water at 18®C.? Follow- 

Hg. 

ClfO Pressure 



Fig. 99. — Solubility of CbO in water. 


ing the lower dashed line, connect 8.2 on the S scale with 18 on the lower 
t scale, limited to pressures of 20 mm. or less, and read the partial pres- 
sure on the p scale as 4.4 mm. mercury. It is evident in this case that 
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the upper t scale is not to be employed since its use would result in an 
o£F-scale value for the pressure. 

The average deviation of solubilities as read by means of the chart 
from the original data is 0.7 per cent. 

BOILING-POINT NOMOGRAPH FOR GLYCEROL SOLUTIONS^ 

In connection with the study of evaporator design, Carr, Townsend, 
and Badger^ have presented data on the boiling points of aqueous 
glycerol solutions under reduced pressures. 



Fio. 100. — Boiling point of glycerol solutions. 


In changing from the tabular form of presentation to the nomographic, 
it was found that the following equation represented the data: 

P = + 29.1 

^ Chemut-Ancdysty 22 (4), 8 (1933). 

* Carr, A. R., R. E. Townsend, and W. L. Badger, Ind, Eng, Chem,, 17, 643 
(1926). 



144 CHEMICAL ENOINEEBINO NOMOGRAPHS 

where P is the pressure, millimeters mercury; t is the boiling point of the 
solution, degrees centigrade, under the pressure P; and where a and b 



Fig. 101. — ^Partial pressure of HiO over glycerol solutions. 


are functions of the weight percentage of glycerol, x. For purposes of 
the line-coordinate chart, a and b need not be defined more exactly. 

The broken line in Mg. 100 indicates that an 80 per cent glycerol 
solution will boil at lOO^C. when the pressure is 500 mm. mercury. 
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PARTIAL PRESSURE OF WATER VAPOR OVER AQUEOUS 
« OLYCEROL SOLUTIONS^ 

In connection with a study of evaporator design, Carr, Townsend, 
and Badger^ have presented data on the boiling points of aqueous solu- 



Fia. 102. — Partial pressure of HtO over glycerol solutions. 


tions of glycerol, dealing particularly with temperatures above 60®C. 
In the course of seeking a relationship between the partial pressure of 
water vapor, p, over the solutions, and the temperature t in degrees 

^ Chemist-Analyst, 24 (3), 15 (1935). 

* Carr, A. R., R. E. Townsend, and W. L. Badger, Ind, Eng. Ckem., 17, 643 
(1926). 
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centigrade^ it was found that the following expression held quite closely: 

p = + 29.1 

where a and h are values which depend upon the concentration of glycerol 
in the solution. 

For purposes of Fig. 101, a and h need not be further defined. 
The chart affords a convenient means of interpolation of the data, and 
its use is illustrated by the broken line which shows that the partial 
pressure of water vapor over a 40 per cent glycerol solution at 92.5°C., 
is 500 mm. mercury. 

Figure 102,^ covering different ranges of the variables, is based on the 
data of Darke and Lewis^ and on data from Landolt-Bornstein,* which 
were correlated by the equation 

1 log p = .4 - ^ ^ 230 

% 

where p = partial pressure of water vapor, mm. mercury. 
t = degrees centigrade. 

The index line in Fig. 102 shows that an aqueous glycerine solution 
testing 80 per cent glycerin has a water vapor pressure of 4.5 mm. mer- 
cury at 10®C. 

NOMOGRAPH FOR PARTIAL PRESSURES OF HYDROGEN CHLORIDE 
IN AQUEOUS SOLUTIONS* 

Figure 103 permits rapid solution of the Zeisberg equation® 
log P = 10.9528 - 0.009725pr - 0.000868Tf * - 

t “t* £to 

where P = partial pressure of HCl, mm. mercury. 

W = weight per cent of HCl in aqueous solution. 
t = temperature, ®C. 

Zeisberg has shown this expression to be accurate within 5 per cent for 
the calculation of partial pressures when working between 0 and 100®C. 
with solutions of 18 to 32 per cent HCl. 

As an illustration of the use of the chart, the broken line indicates 
that the partial pressure of hydrogen chloride over a 30 per cent solution 
at M^C. is 68 mm. 

* Pebbt, J. H., and H.,C* Duus, Chem, & Met. Eng., 41 , 74 (1934). * 

’Dabkb, W. F., and E. Lewis, Chemistry and Industry ^ 47, 1073-1092 (1928). 
’Landoi/t-Bornstein, Physikalisch-chemische Tabellen,” Part 2, p. 1328, 

Julius Springer, Berlin, 1931. 

* Chem. As Mel. Eng., 37 , 767 (1930). 

® Chem. & Met. Eng., 38 , 326 (1925). 
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NOMOGRAPHS FOR THE SOLUBILITIES OF HYDROGEN AND NITROGEN 

IN LIQUID AMMONIA^ 

In connection with their study of the physical properties of substances 
bearing upon the production of fertilizers, such as the system ammonia- 
hydrogen-nitrogen, Wiebe and Tremearne^ presented data on the 
solubility of hydrogen in liquid ammonia in tabular form and as isotherms 
on a solubility-pressure plot in intervals of 25°C. Wiebe and Gaddy* 
added isobars on a solubility-temperature plot in steps of 200 atm. 
Interpolation for temperatures and pressures other than those specifically 
covered in these plots can be made quickly and conveniently by means 
of the line-coordinate chart (Fig. 104) which is based on the expression 

log sin = a + ht 

where S is the solubility of H 2 at standard temperature and pressure, 
cubic centimeters per gram of liquid NHa; t is the temperature, degrees 
centigrade; and a and b depend upon the pressure as shown in Table 
XIII. 


Table XIII 


Pressure, atm. 




800 

1000 

a 

-- 1.58235 

-1.36748 

-1.22495 

-1.13148 

-1.06223 

RffiiyNHHHH 

5,835 

7,467 

7,747 1 

7,943 

7,993 



The quantity (S — 5)/ 10 is taken to have the units of degrees, 
circular measure, and 5 varies with S as shown in Table XIV. 


Table XIV 


S 

d 

s 

S 

S 

5 

13.11 

-2.00 

224 

16.0 

300 

29.0 

14.00 

-0.01 

230 

16.2 

320 

35.5 

161 

0.01 

240 

16.5 

340 

42.0 

177 

0.10 

250 

17.5 

360 

48.3 

194 

1.00 

260 

19.2 

380 

53.4 

200 

2.10 

270 

21.1 

400 

57.0 

210 

6.00 

280 

23.4 



220 

14.0 

290 

26.0 




1 Ind, Eng. Chem., 88, 1454 (1941). 

* Wiebe, R., and T. H. Tremeabne, J. Am. Chem. Soc., 56, 2357 (1934). 
® Wiebe, R., and V. L. Gaddy, J. Am. Chem. 5oc., 69, 1984 (1937). 
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The index line in Fig. 104 shows that 66 cc. of H 2 at s.t.p. dissolve 
in 1 g. of liquid ammonia at 34 ®C., when the pressure is 640 international 
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Fig. 103. — ^Partial preesure of HCl over aqueous solutions. 


atmospheres. The average deviation of solubilities read from the chart 
from the observed values is about 0.9 per cent. 
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Wiebe and Gaddy^ also presented tabular data and similar isotherms 
and isobars for the solubility of nitrogen in liquid ammonia. Inter- 



Fio. 104. — Solubility of Hi in liquid ammonia. 


polation of these data is facilitated by Fig. 105, a line-coordinate chart 
based on the expression 


log 




[s-{ 



d ^ bt 


^I<oe. cU, 
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where 8 and t have significances for nitrogen parallel to those for hydrogen 
and a and b depend on pressure as shown in Table XV. 


Table XV 


Pressure, atm 


400 

BOO 



a 


1.3092 




b(10*) 


9,882 






The correction term 5 varies with S as shown by Table XVI. 

Table XVI 


S 

6 

S 

5 

S 

S 

35 


75 

1.38 

94 

2.44 

40 


80 

1.97 

96 

2.30 

45 

■IH 

82 

2.19 

98 

2.06 

50 


84 

2.35 

100 

1.65 

55 

0.12 

86 

2 46 

102 

1.05 

60 

0.24 

88 

2.53 

104 

0.10 

65 

0.47 

90 

2.55 

106 

0.01 

70 

0.84 

92 

2.51 




The index line in fig. 105 shows that 76 cc. of N 2 at s.t.p. dissolve 
in 1 g. of liquid ammonia at 50°C., when the pressure is 500 international 
atmospheres. Solubilities read from Fig. 105 deviate, on the average, 
about 1.0 per cent from the observed values. 

VAPOR-PRESSURE NOMOGRAPHS FOR AQUEOUS SODIUM HYDROXIDE 

SOLUTIONS^ 

The latest data on the vapor pressures of aqueous solutions of sodium 
hydroxide appear to be those of Akerlof and Kegeles,* a table of loga- 
rithms of vapor pressures for molalities of 0.1, 0.2, 0.4, 0.6, 0.8, 1.0, 
1.5, and 2 to 17 in steps of 1 mole for temperatures of 0 to 70®C., in steps 
of 10®. To devise a convenient method of interpolation for intermediate 
concentrations and temperatures, it was necessary to effect a correlation 
suited to the reqx^rements of a line-coordinate chart. 

The integrated Clausius-Clapeyron equation, assuming constancy 
of the latent heat of vaporization, validity of the gas laws for water 
vapor, and negligibility of solution volume in comparison vdth vapor 
volume, yields 

log p = o + |i- ( 28 ) 


> Ind. Eng. Chem., S4, 1131 (1942). 

* AkeblOf, G., and G. Kegbleb, /. Am. Chem, Soc.^ 62 , 620 (1040). 
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Equation (28) suggests the use of logarithmic pressure and reciprocal 
absolute temperature axes, but appreciable curvature in the plots is 
encountered. Satisfactory straight lines result when log (p — b) is 
plotted against \/{t + 230), according to the equation 

log (p - 6) = ^ + (29) 


where p is the vapor pressure, millimeters mercury; t is the temperature, 
degrees centigrade; b = 0.10 (10)“®-^®^; and A and B depend upon the 
concentration of sodium hydroxide as shown in Table XVII. 



Fia. 105. — Solubility of Ns in liquid ammonia. 


Equation (29) is largely empirical, but this function of temperature 
has a precedent in the Cox method^ of plotting vapor-pressure data as 
shown previously.^ It has been shown that plots of log p against 
l/(< + 230) result in straight convergent lines, within the family, for 

I Cox, £. R., Ind. Eng. Chem., 16, 592 (1923). 

* Caunoabbt, G., and D. S. Davis, Ind. Eng. Chem., 17, 1287 (1925); Davis, D. S., 
Ind. Eng. Chem., 17, 735 (1925). 
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Tablb XVII. — ^Vabiation of A and B with Concentration op Sodium Hydboxidb 


Molality 
of NaOH 

A 

B 

0.1 

7.98632 

-1685.97 

0.2 

7.98547 

-1686.10 

0.4 

7.98202 

-1685.97 

0.6 

7.07927 

-1686.01 

0.8 

7.97711 

-1686.23 

1.0 

7.97355 

-1686.10 

1 5 

7.96619 

-1686.31 

2 

7.95769 

-1686.36 

3 

7.94304 

-1687.70 

4 

7.93081 

-1690.65 

5 

7.92252 

-1695.73 

6 

7.91801 

-1703.07 

7 

7.92019 

-1713.40 

8 

7.92909 

-1726.77 

9 

7.94692 

-1743.56 

10 

7.97600 

-1764.22 

11 

8.01875 

-1789.01 

12 

8.07724 

-1818 00 

13 

8.10618 

-1839.19 

14 

8.14039 

-1862.58 

15 

8.18029 

-1888.23 

16 

8.22770 

-1916.75 

17 

8.28290 

-1948.13 


metal, benzene, alcohol, organic acid, and silicon hydride series. Plots 
of log (p — 5) against l/(< + 230) for various concentrations of sodium 
hydroxide exhibit a rough convergence in the neighborhood of 610°C. 
and 1,200 atm., although this point is not definite enough to be used 
in a system of correlation. 

In Fig. 106, which covers the range of 1 to 17 molal, the index line 
shows that the vapor pressure of a 10-molal solution of sodium hydroxide 
is 6.1 mm. mercury at Id^C. Figure 107, confined to concentrations of 
0.1 to 7 molal, can be read a little closer than can Fig. 106. The index 
line shows that the vapor pressure of a 3.6-molal solution of sodium 
hydroxide is 48 mm. mercury at 40°C. 

The average deviation of pressures read from the chart from the 
oriipnal data is about 0.5 per cent. 

SOLUBaiTT OF SULFUR DIOXIDE IN WATERS' 

Critical study of the solubility of sulfur dioxide by Sherwood* has 
resulted in a compilation of the best concentration, temperature, and 

*■ Chem. A Met. Ent., S0, 616 (1032). 

* Sherwood, T. K., Ind, Eng. Chem., 17, 745 (1025). 
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Fio. 100. — Vapor pressure of aqueous NaOH solutions, 
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Fio. 107. — Vapor pressure of aqueous NaOH solutions. 
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partial pressure data presented in tabular form and in the form of 
isotherms plotted on logarithmic paper. In either form, it is somewhat 
difficult to interpolate the data rapidly and accurately, and there appears 
to be need for equations relating the variables and for more convenient 
means of graphical representation. 

It is the purpose of this topic to present such equations together with 
nomographic charts which enable their rapid and accurate solution and 


Table XVIII. — Accuracy op Solubility Calculations 


Equation 

Solubility, S 

Temperature, ®C. 

Percentage 
deviation, ± 

1 

1.5-200 

0 

1.2 

1 

1.5-150 

10 

0.7 

1 

5-75 

20 

2.6 

2 

5-75 

20 

1.6 

2 

5-50 

30 

1.4 

2 

7-15 

40 

5.7 


to offer a new method of calculating the approximate dissociation con- 
stant of sulfurous acid. 

In order to relate p, the partial pressure of SO 2 in millimeters of 
mercury over an aqueous solution, with c, the concentration of the 
solution in grams of SO 2 per liter of solution, W. K. Lewis has derived 
the equation 

c = p + y/KHp 

where H and K are the Henryks law and dissociation constants, respec- 
tively. 

Sherwood's compilation deals with solubility S on the basis of grams 
of SO 2 per 1,000 g, of water; and since c and S are nearly equal (differing 
by but 1 per cent at S = 10 and* by but 4 per cent at S = 75), the relation- 
ship between the solubility and partial pressure may be expressed by 

S = mp + a Vp (30) 

where m and a are functions of the temperature. Between 0 and 20°C., 
m and a are given by the purely empirical equations 


and 


^ g-0. 03876*— 1.2825 

a = ^-0.08372*-0.8064 


where e is the base of uatural logarithms. 
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Between 20 and 40°C., the form 

S = wip + a (31) 

is more convenient than S = mp + a \/p, and m and a are defined by 
the equations m = 0.13229 + 0.003422< — 0.00013912<* and 

a = 1.50 - 0.0147<. 


The agreement between calculated and actual values of the solubility 
is illustrated by Table XVIII. 

Solution of Eqs. (30) and (31) is best accomplished by means of 
Figs. 108 and 109, which carry two solubility scales, one labeled S, for 
solubilities in grams of SOj per 1,000 g. of water, and the other labeled <r, 
for solubilities in grams of SO 2 per 1,000 g. of solution. The two scales 
are related by the equations 


l.OOOff 

1,000 - «7 


and 


1,000s 

1,000 + S’ 


while the use of the nomographs is illustrated as follows: 

Solubility Nomographs . — Figure 108, Eq, (30): How much sulfur 
dioxide will dissolve in 1 kg. of water at 10°C. when the partial pressure 
of SO 2 is 500 mm. mercury? Connect 500 on the left p scale with 10 
on the right t scale, and project the line to meet the right p scale at the 
point A, Connect 500 on the right p scale with 10 on the left t scale, 
and project the line to meet the left p scale at the point B. A line con- 
necting A and B will cut the S scale at 106 g. SO 2 per kilogram of water 
and the cr scale at 96 g. SO 2 per kilogram of solution' 

Figure 109, Eq. (31): The partial pressure of SO 2 over an aqueous 
solution of sulfur dioxide is 400 mm. mercury at 23®C. What is the 


Table XIX. — Calculated and Recorded Dissociation Values 


Temp., ®C 

Equation (32) 

Sherrill and Noyes 

Kerp and Bauer 

0 

0.031 

5 

0.026 

10 

0.023 

15 

0.020 

20 

0.017 

25 

0.015* 

0.015t 

0.017 

0.017 

0.017 

Lindner 

0.031 

0,031 





CampbeU and Maas 





* Calculated from Eq. (32) although this equation b intended for use only between 0 and 20°C. 
t Calculated from the ionbation X and the concentration e by use of the equation K "• 
corrected for activation. 


concentration of the solution? A line connecting 400 on the p scale with 
23 on the t scale cuts the solubility scales in the values <8 = 56 g. SOi per 
kilogram of water and v => 53 g. SO 2 per kilogram of solution. 
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Dissociation Constant of H«SOs. — Comparison of the Lewis equation 
and Eq. (30) shows t hat th e Henry’s law constant H is approximately 
equal to m and that y/KH is very nearly equal to a so that the dissocia- 
tion constant of HaSOt, K, is practically equal to d^/tn. The dissociation 

p 



constant is usually calculated from concentration data expressed in 
moles per liter rather than in grams per liter, making the final approxi- 
mation o*/64w since the molecular weight of SO* is 64. 

On substitution of pf 

the dissociation constant may be expressed as a function of the tern- 
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perature 


K 


g— 0.02868«+0.6717 


64 


(32) 


S * p (0.13229 +0.0034-22 t-O.OOOI39l2i^)- 



S, gms. SO 2 per 1000 gms. wa+er 
<r, gms. SO 2 per lOOO gms. solution 
p, partial pressure SO 2 Mm. Hg. 
t; Temperature, Dcg.C. 



Fig. 109. — Solubility of 80» in water. 


In Table XIX it is shown that the approximate values of K calculated 
from Eq. (32) are in line with values given by Sherrill and Noyes, ‘ 
Kerp and Bauer,* Lindner,* and Campbell and Maas.* 

1 RfraaaiT.T., M. 8., and A. A. Notes, J. Am. Chem. Soe., 48 , 1861 (1926). 

• Keep, W., and E. Baveb, Ari>. kaiserl. Gesundheit$anU, 86, 297 (1907). 
*Lindneb, J., Monatsk., 88, 618 (1912). 

* W. B., and 0. Maas, Pvlp & Paper Mag. Can., 89 , 699 (1980). 
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NEW NOMOGRAPHS FOR SOLUBILITY OF SULFUR DIOXIDE IN WATERS 

Considerable work on the solubility of sulfur dioxide in water has 
been done since the appearance of Sherwood^s compilation^ and critical 
study of the results of the earlier investigators. The newer data, for 
^he most part, deal with total pressures of sulfur dioxide and water instead 
of partial pressures of SO 2 . Higher values of the solubility also are 
covered, and temperatures up to 120®C. are now included. 

Such data covering ranges of industrial importance are those of Maas 
and Maas’ and of Campbell and Maas.^ These investigators have pre- 
sented their results in tabular form and in the form of pressure-concen- 
tration isotherms, spaced, in most cases, at wide temperature intervals. 
In addition, the isotherms are slightly curved, interpolation between 
them is somewhat uncertain, and it is difficult to take full advantage of 
these excellent data. 

As in the case of the earlier solubility material for which charts and 
equations have been prepared,® there appears to be need for equations 
relating pressure, temperature, and solubility and for a more convenient 
graphical representation. It is the purpose of this topic to offer such 
correlations together with alignment charts which permit rapid and 
accurate solution of the equations. 

The data of Maas and Maas cover the temperature range 10 to 27°C., 
while the Campbell and Maas data may be divided, for convenience, 
into two parts, that between 25 and 90®C. and that between 90 and 120°C. 
The three ranges are represented by three equations, noted on Figs. 
110 to 112, which are all of the form 

S = mP -h a y/P 

where S is the solubility, grams SO 2 per 1,000 g. water; P is the total 
pressure, SO 2 and H 2 O, millimeters of mercury; and m and a are empirical 
functions of the temperature. 

Although the expressions for m and a, shown in Figs. 110 to 112, are 
of purely empirical origin, the general form of the solubility equations is 
analogous to that derived by Lewis, quoted by Haslam, Hershey, and 
Kean,* from sound theoretical considerations 

Hp + y/KHp 

1 Chem, A Met, Eng,, 42, 492 (1935). 

■Sherwood, T. K., Ind, Eng, Chem,, 17, 745 (1925). 

* Maas, C. F., and O. Maas, J, Am, Chem. Soc., 50, 1352 (1928). 

* Campbell, W. B., and O. Maas, Pulp Paper Mag, Can,, 29, 599 (1930). 

® Davis, D. S., Chem, A Met, Eng,, 89, 615 (1932). 

■ Haslam, R. T., R. L, Hershet, and R, H. Kean, Ind, Eng Chem,, 16, 1224 
(I924)i 
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where c is the solubility, grams S62 per milliliter of solution; p is the 
partial pressure of SO2, millimeters of mercury; and H and K are the 
Henry's law and dissociation constants, respectively. 


Table XX. — ^Accuracy of Solubility Calculations 


Equation 

temperature, 

®C. 

P, total pres- 
sure, mm. Hg 

5, solubility, 
grams SO 2 per 
1,000 g. H 2 O 

Average devi- 
ation in solu- 
bility, per cent ± 

1 

10 

243-1,543 

48-300 

1.6 


16.5 

310-1,884 

47-294 

0.9 


22 

373-1,861 

46-287 

1.5 


27 

448-2,566 

45-280 

1.1 

2 

30 

232- 846 

23- 80 

1.5 


40 

194-1,165 

12- 79 

2.6 


60 

281-1,536 

fl- 78 

2.2 


60 

396-1 ,977 

11- 77 

2.1 

• 

70 

540-2,494 

11- 76 

2.1 


80 

732-3,083 

11- 74 

2.6 


90 

971-3,290 

11- 64 

. 2.3 

3 

90 

971-3,290 

10- 64 

2.4 


100 

1,276-2,801 

10- 39 

1.5 


no 

1,663-3,380 

10- 38 

2.4 


120 

2,130-3,440 

10- 29 

3.1 


Table XX illustrates the agreement, at various temperatures, between 
calculated and actual values of the solubility over -the ranges of data 
specified. 

A nomographic chart has been prepared to solve each of three equa- 
tions. Each of these charts (Figs. 110 to 112) in addition to the pres- 
sure and temperature axes, carries two solubility scales, labeled S and <r, 
the former for solubilities in grams SO2 per 1,000 g. of water and the 
latter for solubilities in grams SO2 per 1,000 g. of solution. The relation 
between the two is given by the equation 

l,00ar _ 1,0005 

1,000 - «r ’’ 1,000 + & 

Use of the alignment charts is illustrated as follows: 

Figure 110. — What is the solubility of SOt at a total pressure of 
1,700 mm. mercury and at 17®C.? Connect 1,700 on the right P scale 
with 17 on the upper t scale, and project the line to the left P scale, 
calling the latter intersection A. Connect 1,700 on the left P scale with 
17 on the lower t scale, and call the intersection with the right P scale B. 
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A line between A and B will cut the S scale at 258 g. S02 per 1,000 g. of 
water and the a scale at 205 g. SOj per 1,000 g. of solution. 

The unique feature of Fig. 1 10 is the longer temperature axis along 
which temperatures increase until 22.86°C. is reached, after which the 
scale, in increasing further, starts back along the axis. 

Figure 111. — Given the total pressure as 1,500 mm. mercury and the 
temperature as 80°C., how much SO* will dissolve in 1 kg. of water? 

p- 



How much will be contained in 1 kg. of solution? Draw a line from 
1,500 on the right P scale through 80 on the upper t scale to the left 
P scale, and consider this intersection as point A. Draw a line from 
1,500 on the left P scale to 80 on the lower t scale, and consider the inter- 
section of this line with the right P scale to be point B. A line connecting 
A and B will cut the 8 scale in the value of 31.0 g. SOs per kilogram of 
water and the v scale in the value of 30.0 g. SOt per kilogram of solution. 

Figure 112. — In contrast to Figs. 110 and 111, in which both mul- 
tiplication and addition operations are performed graphically, Fig. 112 
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is logarithmic in nature and performs only the operations indicated by 
mP and a requiring supplementary addition to complete the cal- 



culation. The original equation 

S = mP + o y/P 

is split into the equations * 

8i = tnP and St = a y/P 

so that <S <Si + St. To avoid negative values of St, the signs of the 
’ terms in the expression for a are changed so that S ^ Si — St. 
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On both bases, what is the solubility of SO 2 at a total pressure of 
1,700 mm. mercury and a temperature of 95®C.? From 1,700 on the P 
scale, draw a lipe to 95 on the h scale and another to 95 on the it scale. 
The first line cuts the Si scale at 47.0, while the second cuts the S 2 scale 



5 , pg"(o.i606'/E| + 2.0278) 

$2 =VP (1.6000 -e 2'857) 




IJ Total Pressure SO 2 S H 2 O Mm. Hg. 
t| andt 2 , Temperature, Deg.C. 

S, Gms. SO 2 per 1000 Gms Water 
O’, Gms. SO 2 per 1000 Gms. Solution 


Fig. 112. — Solubility of SO» iu water. 


at 24.8. The difference 22.2 is the value of S in grams SO 2 per 1,000 g. 
of water and is seen to correspond to 21.7 g. SO 2 per 1,000 g. of solution 
on the <r scale. To avoid an unduly large chart, conversion between the 
S and a scales for values between 10 and 20 is made on the short axis in 
the right half of the chart. 
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SULFUR DIOXIDE CHART FOR LOW CONCENTRATIONS^ 

Johnstone and Leppla^ have presented valuable data on the solubility 
of sulfur dioxide in water under low partial pressures of the solute. 



Their investigation covers a partial pressure range of 0.2 to 10 pun. mer- 
cury and a solubility range of 0.2 to 2.1 g. of SOa per kilogram of water. 
These studies were made at 25, 35, and 50°C., so that, except when 
working at these same temperatures, one who is desirous of using the 

i Chem. & MtA. Eng., 4S, 433 (1936). 

* JoRNBTONB, H. F., and P. W. Lxppla, /. Am. Chem. Soc., 86, 2233 (1034). 
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data is faced with inconvenient interpolation betweeh curved and widely 
spaced pressure-solubility isotherms. 

Figure 113 extends the utility of the studies in question since it per- 
mits interpolations to be made along closely graduated scales 'with 
rapidity and sufficient accuracy. The use of the chart is illustrated by 
the broken line which shows that 0.97 g. of sulfur dioxide will dissolve in 
1,000 g. of water at a temperature of 35°C., when the partial pressure of 
SO» is 6 mm. mercury. 

If it should be desired to express the solubility on the basis of 1,000 g. 
of solution, this can readily be accomplished with the formula 

1,0005 
“ 1,000 -1- S 

where S is solubility per 1,000 g. of water and <r is solubility per 1,000 g. 
of solution. 

Table XXI. — Deviations of Calculated from Experimental Data 


Temperature, 

"C. 

Partial pressure 
of SO 2 , mm. Hg 

Percentage deviation in 
solubility, calculated 
from experimental 

25 

0.91 

-0.8 


1.74 

1.3 


2.03 

-1.0 


5.10 

-0.1 


6.92 

-0.7 


10.26 

0.5 

35 

0.78 

-1.9 


1.89 

2.3 


3.13 

8.4 


4.41 

1.5 


7.26 

-1.7 

50 

1.75 

0.3 


2.91 

0.0 


4.09 

-6.3 


6.68 

0.3 


Correlation of Johnstone and Leppla’s data has been effected by 
means of the equations 


S = mp* 

tn = 0.844 - 0.0212< -t- 0.000172<* 
n = 0.482 -1- 0.0149« - 0.000247«*. 

Here S is solubility expressed in grams SO* per 1,000 g. of water; p is 
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Concentration 
cr S 



tr, 6ms. SO 2 per 100 Gms. Solution 
S, Gms. SO 2 per 100 6ms. H 2 O 


t. Temperature, Oeg.C. 



5,0.51 to 1.09 



Fig. 114. — Solubility of SOt in water. 
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the partial pressure of SO 2 , millimeters of mercury; and t is the tempera- 
ture, degrees centigrade. 

The degree of agreement between the chart and the original data is 
shown by Table XXI which lists the percentage deviations of the cal- 
culated from the experimental values of the solubility at the experimental 
pressures and temperatures. 

It will be seen that the chart agrees with the experimental data 
within 2.5 per cent except for two instances. Data at these points had 
been rejected in the correlation procedure as being erratic. 

NOMOGRAPH FOR THE SOLUBILITY OF SULFUR DIOXIDE IN WATERS 

Figure 114 reflects the original data^ faithfully over the entire ranges 
of concentration and temperature. Agreement is exact at the exper- 
imental concentrations, and elsewhere the chart usually yields values 
between the Beuschlein and Simenson data and those of the ''Inter- 
national Critical Tables,^’* with which the Beuschlein and Simenson data 
are in excellent agreement throughout. 

Three temperature scales, to be used in three ranges of concentration, 
appear on the nomograph. The dashed index line shows that a solution 
testing 2.5 g. of sulfur dioxide per 100 g. of water has a partial pressure 
of sulfur dioxide of 428 mm. mercury at 50®C. the dotted temperature 
scale is used since it is designated as the proper scale for concentrations 
embracing S == 2.5. In the converse use of the chart, to find a con- 
centration corresponding to a given temperature and a given partial 
pressure, the proper temperature scale is the one that will yield a con- 
centration in the range for which the temperature scale is marked. 

1 Ind, Eng, Chem,, 33 , 1376 (1941). 

* Beuschlein, W. L., and L. O. Simenson, J, Am, Chem, Soc., 62, 610 (1940). 

» Vol. Ill, p. 302. 

* Beuschlein and Simenson, op, aL, p. 437 ; “ International Critical Tables,” p. 421. 



CHAPTER XIII 


MOLECULAR.REFRACTION AND MOLECULAR-VOLUME 
NOMOGRAPHS 

MOLECULAR-REFRACTION NOMOGRAPH^ 

An ideal expression for calculating the molecular refraction i2 of a 
substance must be independent of temperature, pressure, and changes in 
the state of aggregation. Such an equation in general use and based 
upon the Lorentz-Lorenz formula,^ is 

^ M(n2 1) 

^ “ d(n2 + 2) 

where Af is the molecular weight; n is the refractive index; d is the 
density, grams per cubic centimeter; and n and d refer to the same state 
and condition. 

Molecular refractions can be computed readily by Fig. 116, the use 
of which is illustrated as follows: What is the molecular refraction of 
isopropyl alcohol (C 3 H 7 OH) when the refractive index at 20®C. is 1.377 
and the density at 20®C. is 0.789 g./cc.? Following the key, connect 
60.1, the molecular weight, on the M scale with 1.377 on the n scale, and 
mark the intersection with the a scale. Connect this point with 0.789 
on the d scale, and read the molecular refraction as 17.5 on the R scale. 

MOLECULAR-REFRACTION-CRITICAL TEMPERATURE NOMOGRAPH’ 

For members of six important organic series Wan^ showed that the 
critical temperature is a linear function of the molecular refraction 

Table XXII 


No. 

Series 

ki 

k. 

1 

Acids 

4.09 

268.5 

2 

Alcohols 

6.74 

133.0 

3 

Esters 

4.61 

150.8 

4 

Ethers 

5.81 

67.1 

5 

Hydrocarbons 

7.02 

23.1 

6 

Nitriles 

4.02 

228.4 

* 


1 Ind. Eng. Chem., 84 , 258 (1942). 

• Nbbnst, W., '^Theoretical Chemistry,” 8th-10th ed., Macmillan A Company, 
Ltd., London, 1923. 

> Ind. Eng. Chem., 84 , 689 (1942). . 

* Wan, S. W., /. Phy$. Chem., 46 , 908 (1941). 
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Fig. 115. — Molecular refraction. 
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according to the equation 

ie = kiR + kt 

where U is the critical temperature of the member, degrees centigrade; 
R is the molecular refraction of the member; and ki and k^ depend upon 
the series given in Table XXIL 



oi 


o6 

02 



! Acids, organic 

2 Alcohols 

3 Esters 

4 Ethers 

5 Hydrocarbons 

6 Nitriles 



Fio. 116 . — Molecular refraction-critical temperature. 


Critical temperatures can be read conveniently from Fig. 116, by 
aligning the molecular refraction of a member with the series number 
and producing the line to the critical temperature scale. The dashed 
isopleth shows that ethyl propyl ether, which has a molecular refraction 
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of 27.2 and belongs to series 4, has a critical temperature of 225°C. 
observed value from “ International Critical Tables” is 227 .4®C. 


The 


No. n 


I -1 


2H 


6 H 


8H 


10 -^ 


1 

2 

3 

4 

5 

6 

7 

8 


c 

o 

.o 

1 . 

. 0 - 

o 


o 

Z 


I - 10 

5- 10 

6 - 10 

7- 9 

5- 9 

7- 10 

6- 9 

8 - 10 


9 9- 10 


to 

11 

12 

13 

14 


7- 10 

8 - 10 
7- 0 
2 - 6 
2-8 


Normal alkanes 

2 Me+hyl alkanes 

3 Me+hyl alkanes 

3 Ethyl alkanes 
2,2^ Dimethyl alkanes 

2,2' Dimethyl alkanes 

2,3 Dimethyl alkanes 

2,3^ -Dimethyl alkanes 

Dimethyl alkanes 

5.5 Dimethyl alkanes 

3.5 Oinncthyl alkanes 

2.2.2 Trimethyl alkanes 

2.2.3 Trimcthyl alkanes 
1 Alkenes (normal) 

1 Alkynes (normal) 

No. 

2 


/2,4 

12,5 




r-240 


h200 


X 

cd 

-I- 

o 

TO 

O' 


t-150 


- «- 

E 

3 

I 

0 

o 

X 


100 


E-80 


cr- 60 


=-40 
- 35 


Fig. 117. — Molecular volumes of aliphatic hydrocarbons. 


MOLAL VOLUME NOMOGRAPHS FOR ALIPHATIC HYDROCARBONS^ 

FoHowing a study of the molal volume relations of aliphatic hydro- 
carbons at their boiling points, Egloff and Kuder* presented the equations 

' 7 = o(n -H 4.4)‘ - 37.00 (33) 

log (7 + 37.00) = Af -h B' (34) 

^Ind. Eng. Chem., 84, 351 (1042). 

* EoLorr, Gubtat, and R. 0. Kudxr, J. Pkya, Chem., 48, 836 (1941). 
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where V ^ molal volume of liquid, ml. 

n = number of carbon atoms in molecule. 
t = temperature at boiling point, °C. 

In these equations, a is characteristic of the branching, B' depends upon 
the series, and c and A are characteristic of the unsaturation. 



No. n 

1 2*10 Normol olkanes 

2 5-10 2 Methyl alkanes 

5 6* 10 3 Me+hyl olkoncs 

4 7- 9 3 Ethyl alkanes 

5 6-9 2,2 Dimethyl alkanes 

7 6-9 2,5 Dimethyl alkanes 

10 7-10 3,3 Dimethyl alkanes 

13 3-6 1 Alkenes (normal) 

14 5-6 1 Alkyncs (normal) 



Fio. 118. — Molecular volumes of aliphatic hydrocarbons. 




150 


100 


80 


60 

50 


♦ 


The published values of the constants enabled construction of the 
two line-coordinate charts. Figure 117, based on Eq. (33), holds closely 
for 63 aliphatics of the series and ranges of n indicated in the legend; 
ilg. 118, predicated upon Eq. (34), covers 43 of these compounds reliably. 

The index line in Mg. 117 shows that the molal volume of liquid 
pentyne (n » 6) is 100 ml. at the boiling point, while the index line in 



V, Molol Volume cc. 
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Fig. 118 shows that the molal volume of liquid pentyne (boiling point, 
40°C.) is 101 ml. at the boiling point. The standard deviations range 

Ethane 


^0 Propane 

6 E+hone 


Tr, Reduced Temperofures 

fl) 

E-aeo 


Propone 


r?) 


Pcnfone 


Hep^^one 

Oc+one 


Pen+onc 


Key 

t -Tr (0 - Hydrocarbon (l) 
V*Tr( 2)- Hydrocarbon (2) 


Hexone'^ 


Heptane 


Fiq. 119. — Molecular volumes of liquid alkanes. 


Octane 


from 0.2 to 1.1 ml./mole; Fig. 117 yields slightly better values than 
Fig. 118 since, as pointed out by Egloff and Kuder, Eq. (33) is a function 
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of n, a pure number, while Eq. (34) depends upon experimental boiling 
points.. 


MOLECULAR-VOLUME NOMOGRAPH FOR LIQUID ALKANES^ 

Egloff and Kuder^ showed that the molecular volumes of normal liquid 
alkanes from methane to octane, inclusive, can be calculated from the 
ec^uations 


V = a + bn 

a = 9.43 + \0.2ATr 

b = 14.912 + 1.765T« + IO.OOTr^ 


where V = molecular volume, cc. 

n = number of carbon atoms. 

Tr = reduced temperature, 0.35 to 0.60. 

Figure 119, which facilitates this computation, bears two sets of points 
for the .various hydrocarbons and two reduced temperature scales. Its 
use is illustrated as follows : What is the molecular volume of hexane at 
—60®C.? Following the key, connect —60 on the t scale with the 
hexane point in the set marked (1), reading the reduced temperature as 
0.42 on the Tr (1) scale. Transfer this value to the Tr (2) scale, connect 
this point with the hexane point in the set marked (2), and produce the 
line to the V scale where the molecular volume is read as 118.1 cc. 

As reproduced, the chart yields values of the molecular volume good 
to about 0.4 per cent. 

1 Ind. Eng. Chem., 84 , 797 (1942). 

* Eglopf, Gustav, and R. C. Kuder, Ind. Eng. Chem.y 34 , 373 (1942). 



CHAPTER XIV 


SOLUBILITY NOMOGRAPHS (EXCLUSIVE OF VAPOR-PRESSURE 

DATA) 

COUMARIN-SOLUBILITY CHARTS 

The desirability of using solvents other than ethyl alcohol in making 
up both genuine and imitation vanilla extracts has prompted Hitchens* 
to make a study of the solubility of coumarin in aqueous glycerol solutions. 
The data have been presented in the form of a graph where the weight, in 
grams, of coumarin dissolving in 100 ml. of solution is plotted against 
the weight percentage of glycerol in the solvent with isotherms for 0, 
10, 20, 30, 40, and 50°C. 

Of necessity, the isotherms are curved and unevenly spaced, rendering 
interpolation at once difficult and inaccurate. It can be shown empiri- 
cjally, however, that at any temperature fC, the solubility of coumarin, 
S, in grams per 100 ml. of solution and Xy the weight percentage of 
glycerol, are related by an expression of the form 

log S — ax + b. 

This relationship has enabled construction of Fig. 120 which 
permits solubility values between 10 and 50°C. to be read conveniently 
and accurately. As an illustration of the use of the chart, the broken 
line indicates that at 40°C. 0.52 g. of coumarin will dissolve in 100 ml. of 
an aqueous glycerol solution containing 20 per cent glycerol by weight. 

NOMOGRAPH FOR PARAFFIN-WAX SOLUBILITY IN PETROLEUM 

FRACTIONS^ 

Berne- Allen and Work^ presented excellent data on the solubility 
of commercially refined paraflSin waxes in petroleum distillates. The 
data take the form of straight-line isotherms when the logarithm of the 
wax solubility is plotted against the solution equilibrium temperature 
and quantitative relations between solubilities, paraffin wax melting 
point, the average boiling point of the solvent, and the solution equilib- 
rium temperature were established. The authors gave their data a 

^ Chemiat-Analyaty 26, 31 (1937). 

•Hitchens, R. M., Ind. Eng, Chem,y 24, 418 (1932). 

*Ind. Eng, Chem,y 82, 1293 (1940). 

• Bebne-Allen, a., Jr., andL. T. Work, Ind, Eng, Chem,y 80, 806 (1938). 
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mathematical treatment adequate from theoretical and empirical stand- 
points and arrived at the following expression: 

X = (1120 - 2.97F)1.1357^~»” 

where X = solubility, grams wax per 100 ml. solvent. 

Y average solvent boiling point, °C. (based on temp, at 10, 30, 
60, 70, and 90% points, A.S.T.M. distillation). 
m = melting point of wax, ®C. 
t s= solution equilibrium temp., °C. 

Beme-Allen and Work also included a rectilinear chart for solution 
of their equation; the variables are plotted in such a manner that a 



Fio. 120. — Coumarin solubility. 


double pencil of intersecting lines results. While obviating considerable 
slide-rule manipulation, the chart is somewhat difficult to read for high 
values of the melting point and solution temperature, and interpolation 
is not convenient. In view of the evident value of the data and their 
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industrial application, it appears worth while to offer a nomograph for 
the solution of the equation. Figure 121 is extremely ‘‘open and permits 
of easy interpolation along closely graduated scales. 

The use of the chart may be illustrated as follows: What is the solubil- 
ity of paraffin wax in petroleum when the melting point of the wax is 
45®C., the temperature of the solution Ls 26°C., and the average boiling 
point of the pure distillate is 260°C. ? The difference between the melting 
point and the solution temperature is 45 — 26, or 19°C. Connect 19 on 
the right-hand scale with 260 on the left-hand scale, and read the solubil- 
ity on the inclined axis as 31.0 g. of wax per 100 ml. of solvent. Similarly, 
the chart reveals that 100 ml. of a distillate boiling at 190°C. will dissolve 
5 g. of paraffin wax when the melting point of the wax is 60°C. and the 
temperature of the solution is 23°C. Note that one reads solubilities on 
the right-hand side of the inclined scale when temperature differences are 
read on the right-hand side of the temperature difference scale, and 
conversely. 

The same equation could have been handled by the more familiar 
parallel-scale logarithmic chart, bearing singly graduated axes, with Jess 
labor m construction but at the sacrifice of some precision. Area for 
area, the present Z-type nomograph is more advantageous to the user. 



CHAPTER XV 


NOMOGRAPHS FOR DENSITY CORRECTIONS AND PHYSICAL 
DATA ON VARIOUS CHEMICALS' 

NOMOGRAPHIC CHART FOR TEMPERATURE CORRECTION OF SULFURIC 
ACID DENSITIES, WITH ADDITIONAL SCALES FOR INTERCONVERSION 

OF PHYSICAL DATA* 

Example (Fig. 122) : A sample of sulfuric acid is tested with a hydrome- 
ter at 46°C. and shows a specific gravity of 1.490 (47.5°B6.). It is 
desired to find the specific gravity at the standard temperature of 15°C. 
(59°F.). Using a straightedge, connect the observed temperature 46° 
with the density read from the hydrometer, 47.5°B6., and extend the 
line to the scale showing density at 15°C., cutting the scale at a specific 
gravity of 1.516 (49.1°B6.). To determine the physical properties of 
the acid corresponding to this density, extend a horizontah line" from 
the point 1.516 on the corrected density scale^ to the right, cutting the 
several scales showing the constants for this acid, corrected to 15°C. 

The sample is thus found to contain 50 per cent SO 3, 61.3 per cent 
H2SO4, and the equivalent of 78.5 per cent of 60° and 98.0 per cent of 
50°B6. acid. It contains 758 g, of SO3 per liter, 928 g. of 100 per cent 
H2SO4, and the equivalent of 1,189 g. of 60° and 1,488 g. of 50°B6. acid 
per liter. Its boiling point is 144®C. 

Note: Interconversion data for acids of 95 to 100 per cent H2SO4 
will be found in Fig. 123, dealing with oleum. The present chart is too 
restricted to permit the desired accuracy in this range. 

NOMOGRAPHIC CHART FOR CALCULATING OLEUM ANALYSES AND FOR 
INTERCONVERTING PHYSICAL DATA OF OLEUM* 

Example (Fig. 123): A sample of oleum is titrated against 0.2^ 
NaOH, using 0.360 g. of oleum and requiring 39.61 cc. of NaOH solution. 
With a straightedge, connect 0.360 on the left scale with 39.61 on the 

^ These charts belong to a series presented during 1939 in Chem, & M et, Eng. They 
deal with oleum, nitric acid, hydrochloric acid, phosphoric acid, sodium carbonate, 
sodium hydroxide, potassium carbonate, and ammonia. These charts are trans- 
lations of a more extended series published in 1930 by Julius Springer of Berlin, 
under the title of ‘‘Nomographic Charts for the Chemical Industry.” In their 
original preparation Dr. Berl had the assistance of Drs. W. Herbert and W. WahHg. 

* Berl, Ernst, Chem. & Met, Eng.y 46 , 40 (1939). 

» Ibid., 46 , 174 (1939). 
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center scale, and extend the line to 35.0 per cent free SO 8 on the first 
scale at the right. A horizontal line through this point shows that the 
sample contains 88.06 per cent total SO 3 , 65.0 per cent free H 2 SO 4 , and 
107.9 per cent total H 2 SO 4 . Its melting point is 25.8°C. (78.4°F.), its 
boiling point about 107°C. (225®F.), and its specific gravity at 15®C. 
(59®F.) about 1.967. The chart may similarly be used for sulfuric 
acid of strengths from 95 to 100 per cent. 

The small nomograph is useful for making temperature corrections 
of the Baum6 of H 2 SO 4 of 65^to 66°. For example, as shown by the 
dashed line, acid measured as 65.5°B4. at 22°C. is of 65.77°B6. when 
corrected to 15°C. 

NOMOGRAPHIC CHART FOR TEMPERATURE CORRECTION OF NITRIC 

ACID DENSITY AND INTERCONVERSION OF PHYSICAL PROPERTIES^ 

Example (Fig. 124) : A sample of nitric acid is tested with a hydrometer 
at 24°C. and is found to have a specific gravity of 1.255 (29.3°B6.). It 
is desired to find the specific gravity at the standard temperature of 
15°C. (59°F.). Using a straightedge, connect the observed temperature 
24° with the density read from the hydrometer, 29.3°B6., and extend the 
line to the scale showing density at 15°C., cutting the scale at a specific 
gravity of 1.265 (30.2°B6.). To determine the physical properties of the 
acid corresponding to this density, extend a horizontal line from the 
point 1.265 on the corrected density scale to the right, cutting the several 
scales showing the constants for this acid, corrected to 15°C. 

The sample is thus found to contain 42.1 per cent HNOs, 36.1 per cent 
N 2 O 6 , and the equivalent of 79.8 per cent of 36°B6. acid, 68.1 of 40° acid, 
and 43.2 per cent of 48^° acid. Each cubic centimeter contains 0.531 g. 
of HNOa, 0.457 g. of N 2 O 6 , and the equivalent of 1.009 g. of 36°B6. 
acid, 0.861 g. of 40° acid, and 0.546 g. of 48^° acid. To determine 
pounds per cubic foot from the equivalent grams per cubic centimeter, 
multiply the latter by 62.428. 

NOMOGRAPHIC CHART FOR TEMPERATURE CORRECTION OF 

HYDROCHLORIC ACID DENSITIES, WITH SUPPLEMENTAL SCALES 
FOR THE INTERCONVERSION OF PHYSICAL DATA* 

Example (Fig. 125): A sample of hydrochloric acid is tested with a 
hydrometer at 36°C. and shows a specific gravity of 1.135 (17.2°B4.). It 
is desired to find the specific gravity at the standard temperature of 15°C. 
(59°F.). Using a straightedge, connect the observed temperature 36° 
with the density read from the hydrometer, 17.2°B6., and extend the 
line to the scale showing density corrected to 15°C., cutting the scale at 

^ Bzbl, Ebnst, Chem, A Mel, Eng^ 46, 234 (1939). 

»7W(I.,46, 377 (1939). 
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Fig. 125. — Temperature correction of hydrochloric acid densities and interconversion of physical data. 
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a specific gravity of 1.1473 (18.55°B6.). To determine the physical 
properties of the acid corresponding to this density, extend a horizontal 
line to the right, cutting the several scales showing the constants for 
this acid. 

The sample is thus found to contain 29.1 per cent HCl and the equiva- 
lent of 103.3 per cent of 18®, 97 per cent of 19®, 90.6 per cent of 20®, 86.4 
per cent of 21®, and 82.1 per cent of 22®B6. acid. It contains 334 g. of 
100 per cent HCl per liter, and the equivalent of 1,186 g. of 18®, 1,113 g. 
of 19®, 1,039 g. of 20®, 990 g. of 21®, and 941 grams of 22®B6. acid per liter. 
For pounds per cubic foot, divide by 16.02. 

NOMOGRAPHIC CHART FOR TEMPERATURE CORRECTION OF 

PHOSPHORIC ACID DENSITIES, WITH ADDITIONAL SCALES FOR 
INTERCONVERSION OF PHYSICAL DATA^ 

Example (Fig. 126): A sample of phosphoric acid is tested with a 
hydrometer at 32®C. (89.6®F.) and shows a specific gravity of 1.705 
(59.7®B4.). It is desired to find the specific gravity at the standard 
temperature of 15®C. (59®F.). With a straightedge, connect the observed 
temperature 32® with the observed specific gravity 1.705, and extend 
the line to the corrected density scale, cutting the latter at 1.717 specific 
gravity (60.3®B6.). To determine the physical properties of the acid 
corresponding to this density, extend a horizontal line to the right, 
cutting the several scales showing the constants for this acid. The acid 
is thus found to contain 87.2 per cent H3PO4 and the equivalent of 63.2 
per cent of P 2 O 6 . In each liter are 1,498 g. of 100 per cent H 8 PO 4 and 
the equivalent of 1,087 g. of P2O5. For pounds per cubic foot, divide 
by 16.02. 

NOMOGRAPHIC CHART FOR TEMPERATURE CORRECTION OF SODA ASH 
SOLUTION DENSITIES, WITH ADDITIONAL SCALES FOR INTERCON- 
VERSION OF PHYSICAL DATA* 

This chart differs from earlier ones in this series in that the correction 
scales are in two parts, one fo/ corrections to a standard temperature of 
15®C. and the other for corrections to 30®C. The two sections of the 
chart are separated by the heavy black line which divides the vertical 
scales at the right. Solutions of more than 1.160 specific gravity become 
supersaturated above 15®C. Hence, for solutions below 1.150 specific 
gravity, use the lower scales with a standard temperature of 15®C. For 
solutions above 1.150 specific gravity, use the upper scales with a standard 
temperature of 30®C. 

Examples (Fig. 127) : A solution of soda ash tested with a hydrometer 
at 40®C. shows a specific gravity of 1.120 (15.46®B6.) It is desired to 

^ Bbrl, Ernst, Chem.^ d: Met. Eng.y 46 , 435 (1939). 

46 , 493 (1939). 
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find the specific gravity corrected to 15®C. (69®F.) and also the composi- 
tion and the grains per liter (kilograms per cubic meter) in terms of 
NaaCOs (soda ash) and Na2CO8*10 H 2 O (sal soda). With a straightedge, 
connect the observed temperature 40® with the observed density 1.120 
specific gravity, and extend the line to the scale for density corrected to 
15®C., cutting the latter at 1.131 specific gravity (16.7®B4.). To deter- 
mine the physical properties corresponding to this corrected density, 
extend a horizontal line from 1.131 to the right. The sample is thus 
found to contain 12.2 per cent Na 2 C 03 and 33.0 per cent Na2CO8*10 
H 2 O. It contains 138 g./l. (kg./cu. m.) of Na2C08 and 373 g./l. of 
Na2CO8-10 H 2 O. 

Another sample of soda ash solution tested with a hydrometer at 
40®C. shows a specific gravity of 1.277 (3L3®B6.). By the method 
shown above, but using the upper section of the vertical scales, the 
sample corrected to 30®C. is found to have a specific gravity of 1.285 
(32.0®B4.). The solution contains 26.0 per cent Na 2 C 03 and 70.1 
per cent Na 2 CO 3-10 H 2 O; and 334 g./l. of Na2C08 and 903 g./l. of 
Na 2 CO 8 l0 H 2 O. 

NOMOGRAPHIC CHART FOR THE TEMPERATURE CORRECTION OF 
CAUSTIC SODA SOLUTION DENSITIES AND INTERCONVERSION OF 

PHYSICAL DATA^ 

This chart differs from Figs. 122 to 126 and is similar to Fig. 127 of 
this series in that the correction scales are in two parts, one for correction 
to a standard temperature of 15®C. (59®F.) and the other for corrections 
to a standard temperature of 100®C. (212°F.). The two sections of the 
chart are separated by the heavy lines indicating discontinuity in the 
scales for corrected density and grams per liter. Caustic soda solutions 
up to 51 per cent NaOH are liquid at 15®C. (and some percentages con- 
siderably below this figure). Solutions of more than 51 per cent NaOH 
have a rising solubility curve and must be measured at a higher tem- 
perature. All concentrations to 70 per cent remain liquid at 64®C. and 
above. Since the few available data at high concentrations are at 
100®C., this temperature has been taken as standard for concentrations 
of 51 per cent and above. 

Example (Fig. 128): A solution of caustic soda is tested with a 
hydrometer at 46®C. and shows a specific gravity of 1.425 (43®B4.). It 
is desired to find the specific gravity and Baum6 corrected to 15°C. 
(59®F.) and also the composition and grams per liter (kilograms per cubic 
meter) in terms of NaOH and Na20 and the equivalent percentage com- 
position as sodium carbonate. With a straightedge, connect the observed 

^ Berl, Ebnst, Chem. & Mel, Eng,, 46, 627 (1939). 
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temperature 46® with the observed specific gravity 1.425, and extend the 
line to the corrected density scale for 15°C. standard temperature, cutting 
the latter at a gravity of 1.446 (44.5°B4.). To determine the physical 
properties corresponding to the corrected density, extend a horizontal 
line to the right, cutting the several scales at the desired quantities. 



Fia. 129. — Temperature correction of potassium carbonate solution densities and inter- 
conversion of physical data. 


Thus it is found that the sample contains 41.3 per cent NaOH and 32 
per cent NajO. It contains 462.5 g./l. (kg./cu. m.) of Na20 and 597 
g./l. of NaOH. The equivalent percentage as Na 2 C 03 is 54.7. 

Notb: Corrections of solutions containing over 51 per cent ot NaOH 
are handled exactly as above. However, the data for such solutions are 
not complete, and the completion of the chart above the heavy Unes 
was partly by extrapolation. Consequently accuracy equal to t^t for 
solutions of less than 51 per cent cannot be expected. 
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NOMOGRAPHIC CHART FOR THE TEMPERATURE CORRECTION OF 
POTASSIUM CARBONATE SOLUTION DENSITIES, WITH ADDITIONAL 
SCALES FOR INTERCONVERSION OF PHYSICAL DATA^ 

Example (Fig. 129): A sample of K2CO8 solution is tested with a 
hydrometer at 40°C., showing a specific gravity of 1.438 (44°B4.). It is 
desired to find the gravity corrected to 15°C., the percentage of K2CO8, 
and the quantity of K2CO8 per unit volume of solution. With a straight- 
edge, connect the observed temperature of 40°C. with the observed 
specific gravity of 1.438, and extend the line to the corrected density 
scale, cutting the latter at a specific graV^ity of 1.460 (44.8®B4.) at 15®C. 
Extending a horizontal line from this point, note that the sample con- 
tains 42.7 per cent K2CO3 while each liter contains 620 g. of K2CO8 
(620 kg./cu. m.). 

NOMOGRAPHIC CHART FOR TEMPERATURE CORRECTION OF AQUA 
AMMONIA DENSITIES, WITH ADDITIONAL SCALES FOR INTERCON- 
VERSION OF PHYSICAL DATA* 

Example (Fig. 130): A sample of aqua ammonia is tested with a 
hydrometer at 10.5°C., showing a specific gravity of 0.891 (18.1®B6.). 
It is desired to find the specific gravity corrected to 15®C., as well as the 
Baum6 at this temperature and the per cent NH3 and grams of NH3 per 
liter (kilograms per cubic meter). With a straightedge, connect the 
observed temperature 10.5°C. with the observed specific gravity 0.891, 
and extend the line to the corrected density scale, cutting the latter at a 
specific gravity of 0,886 (18.6®B6.), the density corrected to 15®C. To 
determine the physical properties corresponding to this density, extend 
a horizontal line to the right to intersect the scales for composition and 
grams per liter. Thus it is found that the sample contains 33.0 per cent 
NHs and 293 g. of NH3 per liter (kg./cu.' m.). 

HYDROMETRIC NOMOGRAPHS FOR ACETIC ACID SOLUTIONS* 

Chemical engineers and chemists who find themselves confronted 
with the problem of designing and maintaining a rapid and reasonably 
accurate method for the determination of the concentration of acetic 
acid will naturally turn to hydrometric means. This is particularly 
true if the test is for control purposes and is to be made at short intervals 
by an operating man. 

Good hydrometers are readily available, and these, together with 
temperature readings, supply suflBcient data from which the desired con- 
centration may be estimated. In place, however, of the somewhat 

^ Bebl, Ernst, Chem, & Met Eng.^ 46, 731 (1939). 

* Berl, Ernst, Chem. <fc Met. Eng.^ 46^ 788 (1939). 

» Qhem. db Met. Eng., 48, 27 (1936). 



192 


CHEMICAL ENQINEBRINQ NOMOGRAPHS 


cumbersome tables of specific gravities corresponding to various per- 
centage compositions at temperature intervals of 6®C., the accompanying 
line-coordinate charts will be found to be helpful. They permit the 
concentration to be read for any temperature between 10 and 30°C. and 



Fio. 130. — Temperature correction of aqua ammonia densities and interconversion of 

physical data. 


perform graphically the interpolations that would otherwise have to be 
handled numerically. 

Figure 131, which covers the range between 0 and 30 per cent acetic 
acid, is predicated upon the following relationship between 5, the specific 
gravity, and t, the centigrade temperature: 


5 * a(« + 0.00667^2) + h 

where a and h are constants specific for each value of the concentration. 
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The dashed line indicates that a sample of acetic acid \nth a specific 
gravity of 1.034 at 17°C. contains 25.0 per cent CH 3 COOH. 

Figure 132, covering the range between 30 and 100 per cent acetic 
acid, depends upon a simpler relationship between specific gravity and 
temperature 

S — at b. 


It is interesting to note in this higher range that a single value of the 
specific gravity at a given temperature may correspond to two concen- 



10 -J 

Fiq. 131. — Temperature-specific-gravity-concentration relationships for acetic acid. 

30 per cent. 


0 to 


trations. This ambiguity, inherent in the physical properties of the 
solution and in no way due to the methods of correlation of the data, need 
cause no difiiculty since one usually knows from experience with the 
process which value to take. Thus, the broken line shows that a solution 
testing 1.062 at 16°C. may contain either 52.0 or 96.5 per cent acetic acid. 
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HYDROCYANIC ACID NOMOORAPHi 


Walker and Marvin^ have devised a rapid hydrometric method for 
the determination of HCN in concentrated hydrocyanic acid, where the 
only impurity is water, and have presented a table which lists the per- 
30-1 


I — 1 08 



Fio. 132. — Temperature-specifio-gravity-concentration relationships for acetic acid. 30 to 

100 per cent. 

centages of HCN corresponding to speciiic gravities between 0.680 and 
0.750 and to temperatures between 0 and 25'’C. 

These variables may be related by the expression 

_ 1.0367 - 0.0003733« - 8 
* 0.00001063< + 0.003176 

where x » percentage of HCN. 

t 8 specific gravity of the hydrocyanic acid. 
t «■ temperature, ®C. 

* ChemitA-Analytt, S4 (1), 15 (1986). 

* Walkxb, M., and C. J. Mabvin, Jnd. Eng. Chm., 18, 139 (1926)'. 
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The equation is most conveniently solved by means of Fig. 133, the 
dashed line of which indicates that a sample of hydrocyanic acid that 
has a specific gravity of 0.710 at 16®C. contains 96.0 per cent HCN. 


80 


85 


90 


95 

Fio. 133. — Temperature-specific gravHy-concentration relationships for aqueous hydro- 

• cyanic acid. 

The equation and nomograph are reliable to within 0.2 per cent. 

HYDROMETRIC LINE-COORDINATE CHARTS FOR NITRIC ACID^ 

The most rapid and foolproof method of determining concentrations 
is that which makes use of a hydrometer, and even in unskilled hands 
considerable accuracy can bq easily attained. For best results, some 
little attention must be given to making the measurements at a standard 
temperature or to applying suitable corrections for temperature devia- 
tions from that standard. 

The former procedure is often inconvenient and sometimes totally 
impracticable in plant work, since it would require a means of heating or 
cooling, or both. The latter plan is the more attractive, but methods of 
temperature correction usually take the form of bulky tables or com- 
plicated families of curves. 

It is the purpose of this topic to provide simple and accurate graphical 
means for calculation of concentration in terms of specific gravity and 



^ Chemiai-Analyatt 80, 35 (1941). 
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temperature in the case of the industrially important nitric acid. The 
charts are based upon the table compiled by Beattie.^'* 

Figure 134 embraces concentrations between 1 and 40 per cent HNOt. 
It is predicated upon the fact that, between the convenient temperatures 



L I 

Fio. 134. — Temperature-speoific-gravity relationships for 1 to 40 per cent nitric acid. 


of 10 and 20°C., the logarithm of the specific gravity is linear with 
respect to the concentration. That is, 


log 5 = a* + 6 


where a and b are constants, S is the specific gravity, and x is the per- 
centage concentration. The broken line indicates that if nitric acid at 
24°C. has a specific gravity of 1.17 (referred to water at 4®C. as 1.000) 
it contfuns 29.0 per cent HNOt. 

Figure 135 covers concentrations between 40 and 100 per cent. It 
derives its form from the linearity of specific gravity and temperature 

Bbattib, J. a., "International Critical Tables," Vol. HI, p. 68, McGraw-Hill 
Book Company, Inc., New York, 1028. 

*Pbbbt, John H., "Chemical Engmeers’ Handbook," 2d ed., pp. 410-420, 
MeOraw-ffill Book Company, Inc., New York, 1041. 
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for any given concentration. That is, 

S = ct + d 

where c and d are constants depending upon the concentration and t is the 
centigrade temperature. A straight line connecting the temperature and 
specific-gravity scales will cut the concentration scale in the correct 
percentage value. Thus the broken line shows that nitric acid with a 
specific gravity of 1.33 at 23°C. contains 64.0 per cent HNOg. 



Fio. 136. — Temperatiire-flpecific-gravity relationships for 40 to 100 per cent nitric acid. 

The use of these self-interpolating charts in place of the more cumber- 
some tables will obviate many errors and speed up the work considerably. 

HYDROMETRIC LINE-COORDINATE CHARTS FOR SULFURIC ACID^ 

The chemist and chemical engineer have frequent need for a rapid and 
reliable method of determining concentrations of sulfuric acid, as for 
instance, in the preparation and testing of acids used in maintaining 
constant humidity. 

* Chemut~Anali/tt, SO, 64 (1041). 
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The use of the hydrometer at once suggests itself, together with a 
table of percentage concentrations at various specific gravities and tem- 
peratures. Excellent hydrometers are obtainable at low cost, and the 
reliable table compiled- by Beattie^’^ is readily available. In that 



Fio. 136. — Temperature-epecifiogravity relationships for 1 to 30 per cent sulfurio acid. 

extensive table the concentrations range from 1 to 100 per cent in steps of 
1 per cent, and the specific gravity of each concentration is given for 
the temperatures 10, 15, 20, 25, and 30°C. But for intermediate concen- 
trations and temperatures, interpolation is necessary. This usually 
troublesome interpolation is easily made by using the accompanying 
line-coordinate charts which have been based upon Beattie’s table. 

Figure 136 covers concentrations between 1 and 30 per cent. It is 
predicated upon the fact that, between the temperatures of 10 and 30°C., 
the logarithm of the specific gravity is linear with respect to* the con- 
centration. That is, 

log 5 =» o* + 6 

< BxATm, op. eit., p. 66. 

* PaaaT, op. eU., pp. 372-373. , 
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where a and b are constants, S is the specific gravity, and x is the per- 
centage concentration. The broken line indicates that if sulfuric acid 
at 20°C. has a specific gravity of 1.080 it contains 12 per cent H*S 04 . 



Fio. 137. — Teinperature-speoifio-gravity relationships for 30 to 100 per cent sulfuric acid. 


Figure 137 embraces concentrations between 30 and 100 per cent. 
It derives its form from the linearity of specific gravity and temperature 
for any given concentration. That is, 

;5 = ct + d 

where c and d are constants and i is the centigrade temperature. The 
broken line shows that a solution having a specific gravity of 1.320 at 
20®C. contains 42 per cent H 2 SO 4 . 

Obviously both charts may be used to solve the problem of findiilg 
the specific gravity corresponding to any given concentration and 
temperature. 

It should be noted that concentrations higher than 93 per cent 
H2SO4 cannot be accurately measured with a hydrometer. For in the 
interval extending from 94 to about 97 i per cent, the specific gravity 
increases more and more slowly, whereas in the interval extending 
from 97i to 100 per cent the specific gravity is decreasing. 
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SPECIFIC-GRAVITY— TEMPERATURE RELATIONSHIPS FOR DILUTE ALUM 

SOLUTIONS^ 

Many paper mills that go in strongly for technical control, as shown 
by their close attention to qualitative and quantitative analyses of the 
raw* materials and to elaborate physical and chemical testing of the 
finished product, accord scant attention to the concentration of their 
alum solutions. This is all the more remarkable in view of the detailed 
quantitative examination of the solid alum for insoluble matter, total 
soluble alumina, ferric and ferrous iron, foreign sulfates, and sulfur 
trioxide and of the daily tests on the concentration of the rosin size 
milk. 

Where testing of the alum solution is undertaken at all, it usually 
takes the form of a Baum4 determination, often without a simultaneous 
temperature reading. Occasionally someone will attempt to convert the 
Baum4 figure into the relatively more significant percentage value 
through the use of fragmentary data available in the handbooks and of 
assumed corrections of Baum6 for temperature, which are usually sadly 
in error. 

As a result, few mills using alum solutions have any thoroughly reliable 
data on the actual amount of alum present in their beater furnishes, and 
errors in making up the alum solutions may go undetected for days. 
Because of the importance of the size-alum balance, of the expense of the 
alum, and of the effect of alum concentration upon freeness and dyes, it 
would appear that greater attention should be given this item and that 
there is a need for a testing method that will meet the following 
requirements: 

1. It should be accurate. 

2. It should be capable of completion in 6 min. 

3. It should yield the concentration in percentage or in pounds per 
gallon rather than in an arbitrary gravity unit. 

4. It should be within the scope of a sample boy. 

Experimental Method. — With these points in mind four alum solutidhs 

of known concentrations covering the range encountered in the mill were 
prepared. Each was warmed to slightly over 40°C., and allowed to cool 
slowly while Baum4 and temperature readings were taken. The 
hydrometers employed were graduated to 0.01® B6 and permitted esti- 
mation of 0.001® while the centigrade thermometer allowed estimation of 
0.1®. Baum4 — ^temperature (B — t) plots of the 86 pairs of values so 
obtained proved to be concave toward the origin, the curvature increasing 
with decreasing concentration. 

1 SiicxBL, L. E., and D. S. Davis, Paper Ind, A Paper World, 18, 460 (1036). 
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Mathematical Treatment of the Data. — It was noticed that the curves 
could be rectified by plotting B log £ vs. t as required by the equation 

— 10«(+a 

and that m and a were related to the solids content in pounds per gallon, 
S, by the expressions 

m = 0.032435-* ”* - 0.0875 

and 

a = (9.386iS - 0.758)' ®^* 

Use of the Nomograph. — Most hydrometric determinations of solids 
result in variables connected by means of an involved equation which, 
however, can be readily solved by an alignment chart wherein the com- 
plexity of the relationship is not* reflected. Such is the case with the 
accompanying alum nomograph, Fig. 138, the use of which is illustrated 
as follows: What is the concentration of an alum solution having a Baum4 
of 2.200 at 24° C.? Connect 24 on the centigrade temperature scale with 
2.200 on the Baum4 scale and read the desired value on the curved concen- 
tration scale as 0.235 Ib./gal. 

It will be noted that all the axes are doubly graduated: both centi- 
grade and Fahrenheit scales are used, as well as Baum6 and specific- 
gravity units, and concentrations of alum are in pounds per gallon and in 
per cent. Percentage concentration is obtained from the expression 
100<S/8,3456 where 5 is the specific gravity at 20° C. Reference to the 
nomograph will show that an alum solution exhibiting a specific gravity 
of 1.009 at 83°F., has a concentration of 1.90 per cent. 

The four requirements for a satisfactory test method are fully met 
since any laboratory boy can complete the 'test in 3 min., reporting a 
definite concentration value reliable to about 1 per cent. 

SPECIFIC-GRAVITY— TEMPERATURE RELATIONSHIPS FOR CONCEN- 
TRATED ALUM SOLUTIONS^ 

Alum solutions figure prominently in many beater furnishes and are 
widely used in water treatment in the paper and other industries; yet 
a recent survey of the literature has revealed the lack of reliable and usable 
data covering the relationships among specific gravity, temperature, and 
concentration. Gerlach* and Kullerud* have studied fairly wide ranges 
of concentration but have confined their attention to temperatures of 
16 and 18°C., respectively? Reuss* presented specific-gravity data for 

1 Bogart, H. N., and D. S. Davis, Paper Ind, dr Paper Worlds 21, 657 (1939). 

* Gbrlach, G. T., Zeit. fUr anal, Chemtey 28 , 493 (1889). 

> Kullbrud, G., Paper Trade 92 , (21), 47 (1931). 

« Rbusb, £. K., Ber, deuteck, chem, Oee.y 17, 2888 (1884). 
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temperatures between 15 and 45°C., over satisfactory concentration 
ranges for pure aluminum sulfate and for commercial alum, but the 
results are somewhat erratic. 



Fio. 138. — Specifio-gravity-temperature relationships for aqueous solutions containing 0.15 

to 0.30 lb. alum per gallon. 


In each case the information is merely in tabular form and is* not well 
adapted to immediate use. The purposes of the present investigation 
were (1) to determine the specific gravitiel of a number of alum solutions 
of known concentrations over the temperature range of 10 to 36°C., (2) 
to correlate these data by suitable, closely fitting empirical equations, 
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and (3) to present an alignment chart enabling rapid calculation of 
concentration when specific gravity and temperature are known. 

Experimental Method. — Thirteen solutions varying in concentration 
from about 0.1 to about 2.2 Ib./gal. were prepared, using commercial 
iron-free alum containing 65.2 per cent anhydrous Al 2 (S 04 )*. A portion 
of each, in turn, was placed in a carefully standardized pycnometer of 
about 30 ml. capacity, equipped with a combination ground-glass stopper 
and thermometer. The pycnometer and contents were cooled below 
10®C. and allowed to warm slowly to Weighings were made at 5° 

intervals, and specific gravities relative to water at 4‘’C. were calculated. 

The data are presented in Table XXIII. 

Table XXIII 
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Use (rf tiie Nomo{|raph. — Figure 139, a line-coordinate chart based 
upon the above equations, enables rapid and convenient calculation 
of the concentration when the specific gravity and temperature are 
known, enhancing the utility of the experimental data. The broken 
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Fio. 130. — Specifio-gravity-^temperature relationships for aqueous solutions containing O.t 

to 2.2 lb. alum per gallon. 


line on the chart inchcates that an alum solution at a temperature of 
26®C. (77®F.) with a specific gravity of 1.1030 (relative to water at 4°C.) 
has a concentration of 1.68 lb. of 55.2 per cent anhydrous alum per 
gallon. The horisontal scales at the top of the chart effect conversion 
betw^n pounds per gallon and percentage concentration according to 
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the expression 


Percentage concentration = 


lOOC 

8.338' 


where S' is the specific gravity of the same solution at 20®C., relative to 
water at 4°C. 


Table XXIV 


e, "C. 

6 

Pounds I 

Known 

)er gallon 

Chart 

Percentage 

deviation 

15 

1.0122 

0.1973 

0.194 

-1.7 

20 

1.0113 

0.1973 

0.198 

0.4 

25 

1.0101 

0.1973 

0.197 

-0.2 

30 

1.0087 

0.1973 

0.198 

0.4 

15 

1.0508 

0.7950 

0.796 

0.1 

• 20 

1.0494 

0.7950 

0.795 

0.0 

25 

1 0477 

0 7950 

0.788 

-0.9 

30 

1.0464 

0.7950 

0.794 

-0.1 

15 

1.1132 

1.802 

1.799 

-0.2 

20 

1 1117 

1,802 

1.798 

-0.2 

25 

1 . 1098 

1.802 

1.796 

-0.3 

30 

1 . 1081 

1.802 

1.798. 

-0.2 

15 

1.0311 

0.4155 

0.490 

0.9 

20 

1.0299 

0.4155 

0.491 

1.1 

25 

1.0286 

0.4155 

0.490 

0.9 

30 

1.0272 

0.4155 

0.490 

0.9 

15 

1.0876 

1.380 

1.379 

-0.1 

20 

1.0862 

, 1.380 

1.380 

0.0 

25 

1.0843 

1.380 

1.376 

-0.3 

30 

1.0828 

1.380 

1.380 

0.0 

15 

1 . 1366 

2.181 

2.180 

-0.1 

20 

1 . 1347 

2.181 

2.174 


25 

1.1331 

2.181 

2.176 


30 

1.1312 

2.181 

2.176 



Average deviation 


0.4 


In the present instance, 1.68 Ib./gal. id seen to be equivalent to 18.25 
per cent of 55.2 per cent anhydrous alum. The horieontal scales at the 
bottom of the chart enable conversion between degrees Baum4 XB4.) and 
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specific gravity according to the equation 


S 


145 

146 - B4.' 


Further practice in the use of the chart may be attained by checking 
through the following illustration: An alum solution testing 8.2°B4. 
(specific gravity = 1.060) at 22.6®C. (72.5“F.) contains 0.970 lb. of 
55.2 per cent imhydrous alum per gallon, constituting an 11 per cent 
solution. 

Table XXTV shows the nature of the agreement between calculated 
and experimental values, indicating that the chart yields concentrations 
deviating, on the average, about 0.4 per cent from the observed data. 

Table XXV shows the present work to be in close agreement with the 
data of Gerlach and of Kullerud but to differ somewhat from the values 
reported by Reuss. 

Table XXV 


/, "C. 

3 

Relative 
HjO at 
®C. 

Percentage of 55.2 per 
cent alum 

Percentage 
of devi- 
ation 

Earlier • 
data of 



15 

1.0535 

■■ 

9.40 

9 31 

1.0 

Gerlach 

15 

1.1105 


18.77 

18.62 

0.8 

Gerlach 

18 

1.0100 


1.78 

1.81 

- 1.7 

Kullerud 

18 

1.0621 


10.87 

10.87 

0.0 

Kullerud 

18 

1.1280 


21.86 

21.75 

. 0.5 

Kullerud 

15 

1.0600 

^Be^B 

10.62 

9.60 

10.6 

Reuse* 

25 

1.0950 


16.99 

16.82 

1.0 

Reuss* 

35 

1.1300 


23.29 

24.31 

- 4.2 

Reuss* 

15 

1.0600 


10.62 

9 49 

11.9 

Reusst 

25 

1.0950 


16.99 

15.97 

6.4 

Reuss t 

35 

1.1300 

■■ 

23.29 

22.97 

1.4 

Reusst 


•PiireAl>(S 04 )i. 
t Commereial alum. 


CALCIUM. CHLORIDE NOMOGRAPHS^ 

Calcium chloride, available in large quantities in flake form, finds 
industrial application as a general dehydrating agent; in the drying of 
gases; in the manufactiuo of liquid carbon dioxide, ammonia, ^.nd air; 
in the curing of Portland cement concrete; in fireproofing paints; in the 
manufacture of gunpowder, dry colors, and lakes; in automatic sprinkler 
solutions ; and as a refrigerating brine. It is admirably adapted to the lat- 
ter use; mnce the specific heats of its aqueotis solutions are high enough to 
* Ini. Eng. Chem., S4, 1303 (1942). 
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ensure the use of moderately small quantities of brine, accidental ammonia 
leakage does it no harm, it is not particularly corrosive, and its solutions 
have satisfactorily low freezing points. Large amounts of calcium 
chloride are used in road treatment for stabilization and dust la3ring, for 
ice control on highways, and for the treatment of coal and coke for dust- 
proofing and freezeproofing. 

Since many of the uses of calcium chloride require brines, hydrometric 
methods of analysis for control purposes offer obvious advantages. 
Excellent specific gravity-temperature-concentration data^*^** are avail- 
able, but these are in tabular form and require inconvenient interpolation. 

For temperatures between 10 and 30°C., the I.C.T. data^ can be 
represented closely by the equations 

# 

, , , / , 2.36 \ 

« = a + 6 + jQoToii J 

for c = 6 to 20 

, , , / , 0.736 \ 

5 a + b + jQo oisic j 


for c == 20 to 34 

where b = specific gravity, 60°F./60®F. 

c = concentration of anhydrous CaCL in pure aqueous solutions, 
per cent. 

a, 6 == functions of temperature resulting from Lagrange interpola- 
tion^ and defined by Table XXVL 

Commercial calcium chloride contains about 1.6 per cent of sodium 
chloride and thus necessita^s adjustment of the quantity c to cover 
concentrations of anhydrous calcium chloride in the impure brines using 
the Dow data.^ The nomographs, based on this correlation, extend the 
utility of the hydrometric method by permitting reliable graphical inter- 
polations to be made quickly find conveniently. 

The use of the charts is illustrated as follows: What is the concen- 
tration of calcium chloride in a commercial brine when the hydrometer 
reading is 1.130 at,22°C.? Using Fig. 140, connect 22 on the tempera- 
ture with 1.130 on the hydrometer reading scale and read the concentra- 
tion as 14.8 per cent calcium chloride. What is the freezing point of 
such a solution? Opposite 14.8 per cent calcium chloride, read the 

1 Calcium Chloride Assoc., BvU, 30, 17 (1942). 

•The Dow Chemical CJompany, private communication to Calcium Chloride 
Assoc. 

International Oitical Tables,” Vol. II, p, 327, McGraw-Hill Book Company, 
Inc., New York, 1928. 

« Chem. d Met. Eng., 46, 383 (1938). 
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freezing point as 13.9°F. What is the concentration of calcium chloride 
in a refrigerating brine when the hydrometer reading is 1.248 at 17°C.7 


Table XXVI. — Functions of Temperature 


Temperature, ®C. 

c « 6 to 20 

c -> 20 to 34 

a 

h 

a 

b 

10 

0.9880 

0.009723 

0.9619 

0.010880 

12 

0.9878 

0.009690 

0.9616 

0.010851 

14 

0.9875 

0.009659 

0.9613 

0.010826 

16. 

0.9872 

0.009632 

0.9609 

0.010804 

18 

0.9869 

0.009604 

0.9605 

0.010783 

20 

0.9865 « 

0.009578 

0.9600 

0.010765 

22 

0.9861 

0.009554 

0.9594 

0.010750 

24 

0.9857 

0.009529 

0.9588 

0.010736 

26 

0.9852 

0.009506 

0.9581 

0.010724 

28 

0.9848 

0.009484 

0.9574 

0.010716 

30 

0.9842 

0.009465 

0 9565 

0.010706 


Table XXVII. — Agreement between Tabular and Chart Data 


Hydrometer 

reading 

Temperature, ®C. 

Percentage C'aCli 

Nomograph 

CaC’U assoc. 

1.071 

10 

8.15 

8.0 

1.127 

10 

14.05 

14.0 

1.177 

10 

19.1 

19.0 

1.231 

10 

24.15 

24.0 

1.286 

10 

29.1 

29 0 

1.331 

10 

33.1 

33.0 

1.068 

21.1 

8.15 

8.0 

1.123 

21.1 

14.35 

14.0 

1.173 

21.1 

19.2 

19.0 

1.226 

21.1 

24.15 

24.0 

1.280 

21.1 

29.1 

29.0 

1.325 

21.1 

33.12 

33.0 

1.066 

26.7 

8.15 

8.0 

1.122 

26.7 

14.4 

14.0 

1.171 

26.7 

19.2 

19.0 


26.7 

24.1 

24.‘0 

1.278 I 

26.7 

29.2 

29.0 

1.322 

26.7 

33.2 

33.0 


Umng Fig. 141, connect 17 on the temperature scale with 1.248 on the 
hydronreter readiilig scale and read the concentration of calcium chloride 
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as 26.0 per cent. The freezing point of this brine is read just opposite 
as -26.8“F. 

The .line^oordinate charts yield concentrations in good agreement 
with tabular data from an undisclosed source, given by the Calcium 
Chloride Association,* as shown by Table XXVII. 


Tempera +ure 
Ocg.C. Ocg.F. 





1 »6 


I 14 



no ^ 


F- 1.08 


h 106 


y 1.04 

Fio. 140. — Hydrometer-readine- temperature relationships for aqueous solutions containing 
6 to 20 per cent calcium chloride. 

, ETHYLENE GLYCOL NOMOGRAPH* 

The many industrial applications of ethylene glycol, particularly its 
growing importance as a solvent and an' antifreeze, have directed atten- 
tion toward a rapid means of determining the glycol content in aqueous 
solutions. Analysis by hydrometry naturally suggests itself, and Lawrie, * 

* Calcium Chloride Assoc., op. cU. 

* Chemiat^Analysty 24 (2), 8 (1035). 

*Lawrib, J, W., “Glycerol and Glycols,” p. 377, Reinhold Publishing Corpo- 
ration, New York, 1928. 
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presents a plot of specific gravity against percentage glycol, by volume, 
for temperatures in steps of 10°F. 



Fio. 141. — Hydrometer-reading-temperature relationships for aqueous solutions containing 
20 to 34 per cent calcium chloride. • 


In connection with converting this plot into the more convenient 
nomographic form, the following expression relating the variables has 
been derived: * 

_ a + 4.70f* »• X - 1.0016 
* “ 0.001616 - 3.40< X 10-« 

where x = percentage glycol by volume. 

a — specific gravity relative to water at 60®F. 
t *= temperature, ®F. 
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The broken line on Fig. 142 indicates that an aqueous solution of 
ethylene glycol having a specific gravity of 1.060 at TO^F. contains 48 
per cent glycol by volume. 



^ 5 

Fio. 142. — Specific-gravity-temperature relationships for aqueous solutions containing 
5 to 00 per oeht ethylene glycol by volume. 


SPSCIFIC-GRAVITY-TEMPERATURE RELATIONSHIPS FOR ROSIN SIZE 

MILKi 

The determination of solids in rosin size milk has an important place 
in any program of technical control in the paper industry. It is usually 
effected by sampling the milk at the beaters or in a storage tank, evaporat- 
ing a small* quantity, and drying the residue at 105°C. Several hours 
necessarily elapse before a concentration value can be reported so that 
two or three beaters may be dropped with only an approximately correct 
charge of rosin. 

^ Bogart, H. N,, and D. S. Davis, Paper Ind, dr Paper Worlds 22, 251 (1940). 
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There is evident need for a rapid and reasonably accurate method for 
estimation of solids in rosin size milk. Hydrometric means immediately 
suggest themselves since, in a given mill, rosin is either cooked by a 
standard procedure or prepared rosin size is in use. It is the purpose of 
this topic tb present (1) specific-gravity data for rosin size milks testing 
0.6 to 5.1 per cent solids at temperatures between 10 and 35°C., and 
(2) a line-coordinate chart enabling convenient calculation of percentage 
solids when specific gravity and temperature are known. 

Experimental Method. — A masteV milk containing 10 per cent solids 
was prepared by diluting heavy commercially available rosin size with 
water, after which six weaker milks were made from the master milk by 
further dilution. The solids content of each was determined in duplicate 
by evaporation and drying at 105®C., and a portion of each milk, in turn, 
was placed in a standardized pycnometer of about 30 ml. capacity. 

Table XXVIII 


Specific gravities (relative to water at 4°C.) at 


of solids 

10"C. 

15®C. 

20°C. 

25‘^C. 

30°C. 

CO 

o 

0.617 

1.0011 


0.9995 

0.9984 

0.9970 

0.9952 

1.360 

1.0025 


1.0009 

0.9998 

0.9984 

0.9968 

2.501 

1.0045 

1.0038 

1.0028 

1.0017 

1.0004 

0.9988 

2.869 

1.0053 

1.0044 

1.0035 

1.0023 

1.0009 

0.9993 

3.250 

1.0058 

1.0050 

1.0042 

1.0030 

l.OOlS 

1.0000 

4.110 

1.0075 

1.0066 

1.0057 

1.0045 

1.0031 

1.0016 

5.073 

1.0093 

1.0085 

1.0074 

1.0062 

1.0048 

1.0032 


equipped with a combination ground-glass stopper and thermometer. 
The pycnometer and contents were cooled below 10°C., and allowed to 
warm slowly to 35°C. Weighings were made at 5-deg. intervals, and 
specific gravities relative to water at 4®C., were calculated. 

The data are presented in Table XXVIII. 

Correlation of Data. — For each milk, the linear relationship between 
specific gravity 5 and percentage solids C can be written as 

h = dC “f" h 

where a and b vary with the centigrade temperature L A smooth curve 
through the points enables values of b to be read for temperatures other 
than 10, 16, 20, 25, 30, and 36®C. In the case of a, values for 12.5, 17.6, 
22.5, 28, and 32'’C., were calculated by means of the Lagrange inter- 
polation formula^ enabling a reliable and reproducible curve to be drawn 
through the points. 

» Chem, & Met. Eng., 46 , 383 ( 1838 ). _ 
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Tempera+ure 
Deg.C Deg^F. 

35 - 1-95 


0.994 -d 

J- 10.8 


0.996 - 4 - 


3 — 10.6 


30 - 


0.998 -5 


80 


75 


15 


10 - 


■70 


J“65 


Heo 


]-55 


30 


O' 

%} 

o 


o 1.000 

<s 

X 


0 1.002- 
U 

vD ' 


u 

io 1.004 


^ 10.2 


1.006 “4 


1.008 


10.4 


10.0 or 0.0 


'0) 

• 0.2 I 

o 

co 


•04 ^ 

O' 

<u 

o 


• 0.6 


- 3 - 0.8 


1.0 


1.2 


3 - 1.4 

1.010 

Fia. 143. — Speoifio-gravitsr-temperature relationships for milks containing 

cent rosin sise. 


0.5 


1.0 


E-1.5 



U 

<u 

a. 


r-3.0 

E-3.5 

^4.0 

^4.5 

-50 

0.5 to 5.0 per 
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Use of the Nomograph. — Figure 143, a line-coordinate chart based 
upon the above relationships, permits rapid and sufficiently accurate 
csdculation of the percentage solids content when the specific gravity 
and temperature of the milk are determined. The broken line on the 
chart indicates that a rosin size milk at 20®C., showing a specific gravity 
of 1.0023 (relative to water at 4°C.), contains 2.20 per cent solids. For 
convenience, the temperature axis bears both Fahrenheit and centigrade 
scales, while the central axis carries a specific-gravity scale and a Baum4 
scale. In connection with the latter, the relationship for liquids heavier 
than water is 5 = 145/(145 — B^.), while for liquids lighter than water 
it is a = 140/(130 + B6.). 


Table XXIX 


®c. 

2 

Percentage of 
solids 

Per- 

cent- 

age* 

devi- 

ation 


5 

Percentage of 
solids 

Per- 

cent- 

age 

devi- 

ation 

Chart 

Known 

Chart 

Known 

10 

1.0011 

0.613 

0.617 

-0.6 

10 

1.0024 


fM 

-2.6 

20 

0.9995 

0.623 

0.617 

1.0 

20 


BSI 


0.1 

80 

0.9970 

0.563 

0.617 

-8.8 

30 


1.375 


. 1.1 

10 

1.0045 

2.477 

2.501 

-1.0 

10 

1.0053 

2.920 

2.869 

1.8 

20 

1.0028 

2.484 

2.501 

-0.7 

20 

1.0035 

2.873 

2.869 

0.1 

30 

1.0004 

2.542 

2.501 

1.6 

30 


2.842 

2.869 

-0.9 

10 

1.0058 

3.195 

3.250 

-1.7 

10 

1.0075 

4.125 


■SI 

20 

1.0042 

3.270 

3.250 

0.6 

20 

1.0057 





1.0015 

3.188 

3.250 

-1.9 

30 

1.0031 

4.120 

4.110 

■a 


Table XXIX shows the nature of the agreement between calculated 
and experimental values, indicating that the chart yields percentage 
solids values deviating, on the average, by about 1.4 per cent from the 
observed data. 

In the case of a rosin size differing widely from that used in this 
investigation, the user of the nomograph may find it advisable to apply 
a correction factor. Such a factor can be determined by comparing 
several observed values with values read from the chart. 

TOLUBNB-CHLOROFORM NOMOGRAPH^ 

• 

The wide difference between the specihc gravities of toluene and 
chloroform, a matter of some 0.6, enables convenient analysis of mixtures 
of these commonly used solvents through the use of the Westphal balance, 
once specific gravity data of various mixtures over a practicable tem- 

^ Chenaat-Analyst, SB (4), 7 (1934). 
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perature range are available. Such data are reported by Leslie and 
Geniesse,* and are the basis for the following equation: 

S = 1.0026e-» + (0.00001055a: - 0.00179)f + 0.516 

where 6 = specihc gravity of the mixture. 

X = weight percentage of toluene. 
t — temperature, °C. 



Fio. 144. — Specific-gravity-temperature relationships for the system toluene-chloroform. 

Inasmuch as the equation is somewhat involved and does not 3 nield x 
explicitly, Fig. 144 will be found helpful. The broken line on the chart 
indicates that a toluene-chloroform mixture having a specific gravity 
of 1.310 at 17°C. contains 20 per cent toluene. 

> Leslie, E. H., and J. C. Geniesse, Ind. Eng. Chem., 18, 590 (1926). 



CHAPTER XVI 

NOMOGRAPHS FOR CONTENTS OF HORIZONTAL TANKS 

NOMOGRAPH FOR CONTENTS OF HORIZONTAL TANKS WITH BULGED 

ENDS^ 

Calculation of the contents of a partially filled horizontal tank is a 
bit troublesome, particularly when the tank has bulged ends, which is 
generally the case. Resort is usually made to a set of two tables, one of 
which covers the main or cylindrical portion and the other the spherical 
ends. Tables for the cylindrical portion are given by Perry, ^ while 
tables for both parts are given by Sullivan.® The tables leave something 
to be desired in the matter of ease of interpolation and in the fact that 
some of them cover only the bottom half of the tank, requiring additional 
calculations for tanks more than half filled. 

Figure 145, which presents similar data in a more convenient form 
than do the tables, is based upon the following relationships: 

V = 0.0408/)®/ (35) 

where, for the cylindrical portion, 

V == contents, gal./ft. of length. 

D = inner diameter, in. 

/ = depth factor. 

and 

V = 0.00866D®flr (36) 

where, for the bulged ends which are portions of a sphere the radius of 
which is equal to the diameter of the tank, v = contents of both ends, 
gallons; g = depth factor. On the chart, the depth factors / and g are 
replaced, for convenience, by two scales of depth A and a, which express 
depth as a percentage of the diameter. 

The broken lines illustrate the use of the chart. A cylindrical tank 
with bulged ends, resting upon its side, is 20 ft. in length, exclusive of 
the ends, has an inner diameter of 90 in., and is filled to a depth of 27 in. 
What is the liquid content? A depth of 27 in. represents 30 per cent 
of the diameter. Connect 30 on the A scale with 90 on the D scale, 

® Chem. A Mel. Eng., 41, 602 (1934). 

’Pebrt, John H., Chemical Engineers’ Handbook,” 2ded, pp. 120-122, 
McQraw*Hill Book Company, Inc,, New York, 1941. 

’Sullivan, T. J., ” Sulphuric Acid Handb^k,” pp. 150-154, McGraw-Hill Book 
Company, Inc., New York’, 1918. 
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Ccn+cn+5 d, Dep4h, 

Gal. Per Ccnf of Dia. 

Both Main for 

Ends Tank Ends Main 



Fiq. 145. — Contents of horisontal tanks with bulged ends. 
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and read the contents of the cylindrical portion on the V scale as 83.4 
gal./ft. Multiplication by 20 gives 1,668 gal. Connect 30 on the a scale 
with 90 on the D scale, and read the sum of the contents of the two 
bulged ends (on the v scale) as 66 gal. The total liquid volume is, then, 
1,668 + 66, or 1,734 gal. 

The converse problem may be solved by a trial-and-error method as 
follows: It is desired to pump 900 gal. into a horizontal tank with bulged 
ends, the diameter of the tank being 80 in. and the length, 16 ft. What 
will the depth be? The quotient of 900 and 16 is 66.3 gal./ft. Because 
of the bulged ends, the actual value will be a little less than this, say, 
54 gal./ft. Using the chart, connect 80 on the D scale with 54 on the 
V scale and read the percentage depth on the A scale as 26. Connect 
26 on the a scale with 80 on the D scale, and read the contents of the 
bulged ends as 33 gal. The product of 54 and 16 or 864 gives the number 
of gallons in the main tank. This increased by 33 gives 897, which is 
sufficiently close to the true total, 900. The liquid depth is 

0.26 X 80 = 20.8 in. 

In the absence of tables, the chart may readily be used for larger or 
smaller tanks through a little simple slide-rule calculation. Per foot 
of length, the volumes of two cylinders are as the squares of their diam- 
eters, while the volumes of their bulged ends are as the cubes of their 
diameters. Therefore, a tank of, say, 48 in. diameter may be calibrated 
by determining the volumes at each percentage depth of a tank of, say, 
100 in. diameter and multiplying each by for the cylindrical por- 
tion and by for the bulged ends. The results are the volumes for 

the 48-in. tank for the corresponding percentages of depth. The table 
with Fig. 145 gives the values of these multipliers for several tank 
diameters. 


TANK-CONTENT CHARTS 

The chemist, whose work takes him into the plant as well as the 
laboratory, is frequently called upon to prepare gauges showing the con- 
tents, at various depths, of cylindrical tanks resting upon their sides in 
horizontal positions. 

The volume in question is equal to the product of the length of the 
tank by the area of the wetted” portion of an end. This area is easily 
recognized as that of a segment of a circle, and it is given by 

jB*(a — sin d) 

2 


^ChemM'Andly$tf 25 , 87 ( 1936 ). 
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where a, in radians, is equal to 2 cos~^ {R — d)/R and where R is the 
radius of the circle and d is the depth of the segment as shown in Fig. 146. 

The computation of contents correspond- 
ing to each inch or two of depth in the case of " 5 1 ” ^ V 

a tank 6 to 10 ft. in diameter would be most f \ 

laborious. The work may be greatly simpli- ^ ^ I / 

•fied by reference to Fig. 146, which enables 
rapid conversion from percentage diameter to “^90 

percentage volume. Its use may be illustrated E = 

as follows : A cylindrical tank 6 ft. 8 in. (80 in.) 60 ^ ^ 
in diameter and 10 ft. long resting upon its “E§-80 

side in a horizontal position contains chemical E E 

to a depth of 24 in. What is the volume 70 
occupied? The total volume of the tank is 
[t(^-) 2 X 10]/4, or 349 cu. ft. The depth of 
chemical is M or 30 per cent of the diameter. ^ 

Opposite 30 per cent on the diameter scale, ^ | 

read 25 per cent on the volume scale. The ^ E i ^ 

desired volume of chemical is 25 per cent of E E 

349 cu. ft., or 87.3 cu. ft. 2 -Ei" 

The chemical* is then to be diluted with 2 E £ 

water to a volume of 241 cu. ft. To what £ S 

U "“IT L- 

depth shall the water be added? Two £ -EE - 30 a! 

hundred and forty-one cubic feet is fri, or Ez 

69.0, per cent of the total capacity of the tank. "z z 

Reference to the chart shows that 69.0 per -=E --20 

cent of the volume corresponds to 65.0 per EE. 

cent of the diameter, showing that the tank ^^"lE 

should be filled until the depth is 0.650 X 80, -= ir *0 

or 52.0 in. E z 


TANK-CONTENT NOMOGRAPH^ E" 

Where vertical space is limited, it is fre- i - 

quently necessary to install long cylindrical 

tanks so that they rest upon their sides rather diameter vs. percentage vol- 
than upon their circular bases. While con- horiaontal circular 

venient mechanically, this practice makes the 

calculation of contents for any given depth somewhat difficult, since the 
volume per unit depth increases with increasing depth for the lower half 
of the tank and decreases for the upper half. 

In the case of a tank with plane ends, the contents at any depth is 
given by the product of the entire volume of the tank and the ratio of the 

Wnd. Eng, Chem,, 82, 1412 (1940). 
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areas of the wetted segment and an end 

V = 0.00340D*!/ 

where V = contents, gal. 

D = inner diameter, in. 

L = inner length, in. 

/ = ratio of areas of the wetted segment and an end. 



Fto. 147. — Contents of horisontsliciroular tanks. 


The area of the segment is given by R*(a — sin a)/2 so that / becomes 
JJ*(« — sin a)/2irB*, or (a — sin a)/2ir, where R is the radius of an end, 
a « 2 co8~^ (R — h/R), and h is the depth. 

Figure 147 performs this confusing computation readily and accu- 
rately. The d scale at the ri^t is graduated in units of depth as a per- 
centage of the diameter but is really a scale of /, the ratio of segment to 
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circle. The use of the chart is illustrated as follows: What are the con- 
tents of a cylindrical tank resting upon its side when the inner diameter 
is 90 in,, the inside length is 140 in., and the depth is 27 in.? Following 
the key, connect 90 on the D scale with 140 on the L scale, and mark the 
intersection with the t axis. Noting that the depth (27 in.) is 30 per 
cent of the diameter (90 in.), connect the intersection just found with 30 
on the d scale, and read the desired value as 964 gal. on the V scale. 

A nomograph^ for calculating the contents of partially filled hori- 
zontal tanks with bulged ends was given previously (Fig. 145). A por- 
tion of this chart can be used for horizontal tanks with plane ends, but 
the contents are given per foot of length, requiring outside multiplication 
for practical use. Figure 147, for the range of lengths given, is more 
convenient. 

‘ Chem. & Met Eng., 41 , 602 ( 1934 ). 



CHAPTER XVII 


LINE-COORDINATE CHARTS FOR VAPOR-PRESSURE— 
TEMPERATURE DATA 

LINE-COORDINATE CHARTS FOR VAPOR-PRESSURR-TEMPERATURE DATA 
OF CHAIN AND RING COMPOUNDS^ 

Drawing of Line-coordinate Chart. — There has been a great desire 
on the part of chemists to find some rapid, accurate method of deter- 
mining the boiling points of compounds at various atmospheric pres- 
sures, such as are encountered in laboratories at various altitudes, as 
well as to determine the temperatures at which* these compounds would 
boil at various pressures artificially created. Tables are available giving 
values of the variation in temperature per centimeter variation in pres- 
sure for many substances, but, unless the laboratory is located near sea 
level, these tables are of no value. At the University of Colorado, the 
barometer averages about 62 cm., so that the above-mentioned tables 
are useless. It was with the idea of filling this need that the present 
plots were devised. 

Using the integrated form of the Clausius-Clapeyron equation as the 
basis for the work, the reciprocals of the absolute temperatures were 
plotted against the logarithms of the pressures, over the range of 600 to 
900 mm. mercury. Over this range, the resulting curves were straight 
lines. The more accurate the data, the more nearly all the points fell 
on the straight line. A critical review of all existing literature on vapor 
pressures of organic liquids and some solids resulted in the establishing 
of such straight lines for 183 organic compounds. In cases where 
various workers had reported vapor pressures on the same compound, 
the relative merits of the methods used were studied, and weighted 
curves were drawn. In all cases, individual variations among the results 
were greater than the possible error in assuming the lines to be straight. 
In other words, the straight lines drawn represent improvements over 
the oii^nal data, within the range considered. 

These straight lines were then reduced to points on lino;coordinate 
charts (9 X 24 in., or 22.9 X 61 cm.), each point being assigned a num- 
ber corresponding to a given compound. For convenience, the com- 
pounds were separated into chain and ring compounds (Figs. 148 and 
149), the only reason for this being to scatter the points over a larger 

^ Gbbmann, F, E. E., and 0. S. Knight, Ind. Eng. Chem., 26, 467 (1934). 
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Table XXX. — Alphabetical Index to Boiling-point Chabts 
(A, B, C, and D refer to groups of comp9unds on the charti^; numbers refer to com- 

poimds within these groups) 


Acenaphthene, D-26 
Acetaldehyde, A-13 
Acetic acid, A-72 
Acetone, A-28 
Acetophenone, C-46 
fV-Amyl alcohol, B-20 
n^Amyl n-butyrate, B-44 
n^Amyl formate, B-13 
n^Amyl isobutyrate, B-42 
n-Amyl n-propionate, B-36 
Aniline, C-34 
Anthracene, D-35 
Anthraquinone, D-37 

Benzaldehyde, C-29 
Benzene, C-10 
Benzoic acid, D-21 
Benzonitrile, C-37 
Benzophenone, D-32 
Benzoyl chloride, C-41 


m-Cresol, C-47 
o-Cresol, C-38 
p-Cresol, C-48 
Cyclohexane, C-11 
Cymene, C-28 

7i-Decane, B-36 
Dibenzyl ketone, D-33 

1.3- Dibromopropane, B-39 

2.3- Dibromopropylene, B-26 
1,2-Dichloroethane, A-45 
Diethylaniline, C-55 
Diethyl ether, A-17 
Difeobutyl, A-64 
Diisopropyl, A-31 
Dimethylaniline, C-39 
Dimethyl-o-toluidine, C-35 
Dimethyl-p-toluidine, 054 
Diphenyl, D-22 
Diphenylmethane, D-25 


Benzyl alcohol, 051 
Bromobenzene, C-22 
o-Bromonaphthalene, D-27 
m-Bromotoluene, 033 
o-Bromotoluene, 030 
p-Bromotoluene, 031 
o-Bromo-p-xylene, D-10 
n-Butyl alcohol, A-73 
fcrf-Butyl alcohol, A-47 
scc-Butyl chloroacetate, B-40 
n-Butyl formate, A-63 
«cc-Butyl formate, A-53 
n^Butyric acid, B-38 


Dipropyl ether, A-50 
Durene, C-40 

Ethyl acetate, A-40 
Ethyl alcohol, A-42 
Ethyl aniline, 050 
Ethyl benzene, 016 
Ethyl bromide, A-22 
Ethyl n-butyrate, B-11 
Ethyl chloride, A-12 
Ethylchloroacetate, B-28 
Ethylene bromide, B-21 
Ethylene glycol, B-50 
Ethylene oxide, A-11 


Camphor, 052 
Carbazole, D-86 
Carbon disulfide, A-25 
Carbon tetrabromide, B-48 
Carbon tetrachloride, A-39 
fn-Chloroaniline, D-15 
o-Chloroaniline, 053 
Chlorobenzene, 015 


Ethyl formate, A-27 
Ethylidene cliloride, A-29 
Ethyl iodide, A-37 
Ethyl isobutyrate, A-65 
Ethyl mercaptan, A-18 
Ethyl propionate, A-56 
Ethyl sulfide, A-51 
Ethyl-n-valerate, B-23 


1,1-Chlorobromoethane, A-44 
Chloroform, A-32 
ceChloronaphthalene, D-23 
Chloropicrin, A-67 
9B-Chlorotoluene, C-24 
o»Chlorotoluene, 023 
p-Clilorotoluene, 025 


Fluorene, D-31 
Fluorobenzene, 012 
Formic acid, A-58 

Glycol diacetate, B-49 

n-Heptane, A-55 
^Heptylio acid, B-52 
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Tablb XXX.— Alphabbtical Index to Boiling-point Charts.— (Coniintied) 


Hexaohloroethane, B-46 
Hexamethyl benzene, D-24 
n-Hexane, A-36 
1-Hexene, A-33 
Hydrogen cyanide, A-14 


. Nitromethahe, A-59 
m-Nitrotoluene, D-16 
o-Nitrotoluene, D-13 
p-Nitrototuene, D-19 
Nitro-m-xylene, D-20 


lodobenzene, C-36 
Isoamyl alcohol, B-19 
Isoamyl formate, B-14 
Isobutyl acetate, A-69 
Isobutyl alcohol, A-66 
Isobutyl benzene, C-26 
Isobutyl-n^butyrate, B-34 
Isobutyl formate, A-54 
Isobutyl isobutyrate, B-30 
Isobutyl-n^propionate, B-24 
Isobutyl-n^valerate, B-41 
Isobutyric acid, B-32 
Isocaproic acid, B-51 
Isodurene, C-42 
Isopentane, A-15 
Isopropyl acetate, A-49 
Isopropyl alcohol, A-46 
Isopropyl benzene, C-19 
Isopropyl chloride, A-19 
Isopropyl chloroacetate, B-31 
Isopropyl formate, A-35 
Isopropyl isobutyrate, B-10 
Isovaleric acid, B-43 

Mesitylene, C-20 
Methyl acetate, A-30 
Methyl alcohol, A-34 
Methyl aniline, C-40 
Methyl benzoate, C-43 
Methyl butyrate, A-62 
Methyl chloroacetate, B-17 
Methylene chloride, A-24 
Methyl ethyl ether, A-10 
Methyl formate, A-16 
Methyl isobutyrate, A-52 
Methyl n-propionate, A-41 
Methyl propyl ether, A-26 
Methyl salicylate, D-14 
Methyl sulfide, A-20 
Methyl n^valerate, A-70 

Naphthalene, C-56 
o-Naphthol, D-29 
/3-Naphthol, D-dO 
Nitrobenzene, D-12 


n-Octane, B-16 

Pentachloroethane, B-37 
Pentamethylbenzene, D-17 
7i-Pentane, A-21 
Phenanthrene, D-34 
Phenol, C-32 
Phthalic anhydride, D-28 
Prehnitene, D-11 
j^-Propionic acid, B-25 
n-Propyl acetate, A-60 
»-Propyl alcohol, A-57 
n-Propyl benzene, C-21 
n-Propyl n-butyrate, B-27 
w-Propyl chloride, A-26 
n-Propyl formate, A-43 
n-Propyl isobutyrate, B-22 
n-Propyl n-propionate, B-12 
n-Propyl n-valerate, B-33 
Pseudocumene, C-27 
Pyridine, C-14 

Quinoline, D-18 

1,1,1,2-Tetrachloroethane, B-18 
« 2 /m-Tetrachloroethane, B-29 
Tetrachloroethylene, A-71 
Tetranitromethane, B-15 
Toluene, C-13 
m-Toluidine, C-49 
o-Toluidine, C-44 
p-Toluidine, C-45 

1.1. 1- Trichloroethane, A-38 

1.1.2- Trichloroethane, A-68 
Trichloroethylene, A-48 

Urethane, B-45 

n-Valeric acid, B-47 • 

Water, A-61 

m^Xylene, C-18 
o-Xylene, C-18.3 
p-Xylene, C-17 
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Fio. 148. — Vapor pressures of chain compounds, 
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area. In order to increase the accuracy of the temperature reading, the 
chain compounds were separated into compounds A with a temperature 
scale reading from 0 to 125°C. and compounds S, with a temperature 
scale from 106 to 230°C. Similarly, the ring compounds were separated 
into compounds C with a temperature scale from 65 to 225®C. and com- 
pounds D with a temperature scale from 185 to 390®C. With compounds 
A, scales A and Pi are used; with compounds B, scales B and Pi; with 
compounds C, scales C and P^; and with compounds D, scales D and P 2 . 

On the right-hand side of scales A, B,Cf and D is the original uniform 
scale of one-thousand times the reciprocal of the absolute temperature, 
while on the left of scales Pi and P 2 is the uniform scale of the common 
logarithm of the pressure in millimeters. These fundamental scales are 
then made direct reading in the A, B, C, D, Pi, and P 2 scales. Having 
thus established nonuniform temperature and pressure scales, the uniform 
scales are no longer necessary. 

If, for example, we wish to know the boiling point of water when the 
barometer reads 620 mm., we note from Table XXX that water is listed 
as A-61. Therefore, place a straightedge at 620 mm. on Pi scale (Fig. 
148), and pass it through the center of circle 61 under compounds A. 
On scale A we read 94.4®C., which is the value given by the ‘'Inter- 
national Critical Tables for a pressure of 620.01 mm. mercury. It is 
safe to state that within the pressure range of 500 to 900 mm. the chart 
will give boiling points within 0.25®C. and pressures within 2 mm. This 
accuracy is suflScient for most work in the organic laboratory where 
temperatures of boiling are used as criteria for the purity of compounds. 
Where vapor pressures are more accurately known, as in the case of 
water, more accurate readings are easily possible. In other words, the 
charts have about the same degree of accuracy as the best vapor-pressure 
data for the compound in question. 

VAPOR-PRESSURE NOMOGRAPH FOR n-ALKTL PRIMARY AMINES^ 

Ralston, Selby, Pool, and i^otts* reported the boiling points of satu- 
rated n-alkyl primary amines containing 6 to 18 carbon atoms at 11 pres- 
sures ranging from 1 to 760 mm. mercury. Figure 150, based on these 
data, enables estimation of the boiling temperatures at any intermediate 
pressure and depends on the relation 

(-+ 2 ®^ 

where p is the vapor pressure, millimeters mercury; t is the temperature, 
degrees centigrade; and a depends upon the temperature, as follows: 

* Ind, Eng. Chem., S4, 1414 (1942). 

• Ralston, A. W., W. M. Sblbt, W. O. Pool, and R. H. Potts, Ind. Eng. Chem., 
n, 1003 (1040). 
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The values of A and B for various numbers of carbon atoms are given 
in Table XXXI. 


Table XXXI 


No. C atoms 

A 

B 

No. C atoms 

A 

B 

6 

6.878 

1331 

13 

7.716 

2287 

7 

6.981 

1462 

14 

7.833 

2416 

8 

7.099 

1602 

15 

7.929 

2535 

9 

7.162 

1726 

16 

8.024 

2658 

10 

7.373 

1887 

17 

8.220 

2814 

11 

12 

7.365 

7.477 

1976 

2105 

18 

8.341 

2944 


The dashed line illustrates the use of the chart (Fig. 150) and shows 
that the boiling point of the member of the series containing 13 carbon 
atoms is 168®C. at a pressure of 32 mm. The points marked + on the 
nomograph should be used rather than the circles for members containing 
14, 15, and 16 carbon atoms where the pressures are above 500 mm. 
Boiling points read from the chart agree with the reported values within 
2^C. 

LINE-COORDINATE CHART FOR VAPOR PRESSURES OF GLYCOLS^ 

The use of Fig. 151 is illustrated as follows: What is the vapor pressure 
of ethylene glycol at 100®C. ? Connect 100 on the temperature scale with 
the ethylene glycol point and read the vapor pressure as 14 mm. mercury. 
What is the boiling point of propylene glycol at atmospheric pressure? 
Connect 760 mm. on the vapor-pressure scale with the propylene glycol 
point and read the boiling point as 188°C. 

VAPOR-PRESSURE NOMOGRAPH FOR UNSATURATED HYDROCARBONS* 

In tabular form, Lamb and Roper’ presented vapor-pressure data 
for ethene, propene, 2-methylpropene, 1-butene, <rans-2-butene, m-2- 
butene, 1,4-pentadiene, and 2-methyl-2-butene, reporting th^ tempera- 
tures in degrees Kelvin. As suggested by the integrated Clausius 

* Based on data from Glycols,” p. 10, Carbide and Carbon Chemicals Cor- 
poration, 1941. 

* Ind. Eng. Chem., 88 , 653 (1941). 

*Lamb, A. B., and E. E. Ropeb, J. Am. Chem. Soc., 62, 806 (1940). 
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equation, the logarithm of the vapor pressure is (nearly) a linear function 
of the reciprocal of the absolute temperature according to the expression 

log p = A - ^ 

where A, B = constants specific to the compound. 



Fio. 150. — ^Vapor preaaures of n-alkyl primary amines. 
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Fio. 161. — Vapor pressures of the common glycols. 


Table XXXII 


Unsaturated hydrocarbon 

A 

B 

Ethene 

7.246 

739.1 

Propene 

7.417 

1,023.6 

l,18ef.8 

1.224.0 

1.260.0 
1,317.9 

1.453.0 

1.524.0 

2-Methylpropene 

7.341 

l-Butene 

7.467 

^raTis-2-Butene 

7.478 

cts-2»Butene 

7.649 

ly4-'Pentadiene 

7.752 

2»Methyl-2*butene 

• 7.794 
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This relation enables construction of Fig. 152 which permits con- 
venient interpolation of the original data, thus extending their utility. 
The index line on the chart shows that the vapor pressure of propene 
at — 60°C. is 410 mm. mercury. 




o 2~ Me+hyl propene 
°l- Bu+ene 
® Trans 2* bu+ene 
®Cis 2- Butene 


^1,4 Peni-adiene 
® 2 Mefhyl 2 bu+ene 



Fio. 152. — Vapor pressures of unsaturated hydrocarbons. 
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Vapor pressures read from the nomograph agree with the Lamb and 
Roper data within 2 per cent. Table XXXII lists the specific constants 
which enable a larger chart to be constructed. 

VAPOR PRESSURES FOR SIX ALIPHATIC NITRO COMPOUNDS^ 

Little information is available on the vapor pressures of the aliphatic 
nitro compounds.* Since they show promise of commercial importance, 
it was believed that such information would be of general interest. Data 
are given for nitromethane, nitroethane, 1- and 2-nitropropane, and 1- 
and 2-nitrobutane. 

Using semilogarithmic paper, pressures, in millimeters of mercury, 
were plotted on the logarithmic scale against reciprocals of the absolute 
temperatures on the linear scale. Smooth cui^ves were drawn through 
the points, and three points were taken on each curve to evaluate the 
constants in the equation 

log P = A - Clog T 


Table XXXIII gives the constants found. 

Table XXXIII 


Compound 

A 

B 

log B 

D 

logC 

Nitromethane 

18.0571 

2423.7 

3.38447 

3.3821 

0.52918 

Nitroethane 

32.803 

3249.5 

3.51181 

8.3188 

0.92006 

2-Nitropropane 

29.752 

3106.7 

3.49230 

7.3128 

0.86409 

1-Nitropropane 

28.879 

3168.8 

3.50089 

6.9695 

0.84320 

2-Nitrobutane 

25.591 

3048.1 

3.48403 > 

5.8579 

0.76774 

1-Nitrobutane 

34.701 

3679.3 

3.56576 

8.817 

0.04532 


The accuracy to be expected from the equations may be judged by 
the vapor pressures calculated at the boiling points: 


Table XXXIV 


Compound 

Boiling point 
(760 mm,), "C. 

Calculated vapor 
pressure, mm. 

Nitromethane 

101.2 

758 

Nitroethane 

114.0 

760 

2-Nitropropane 

120.3 

760 

1-Nitropropane 

131.6 

767 

2-Nitrobutane 

130.6 

762 

1-Nitrobutane 

152.0 

760 


^ Hodob, E. B., Ind. Eng. Chem.^ 82, 748 (1840). 

* Thompson, H. W., and C. H. I^bkxb, Tram. Faraday Soe., 82, 674-680 (1086); 
Williams, J. W., /. Am. Cham. Soc., 47, 2644 (1025). 
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In Fig. 163, valu^ accurate enough for many purposes can be read. 
This was constructed according to the method of Killeffer,^ except that 
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Fio. 163. — Vapor pressures of six aliphatic nitro compounds. 


the temperature scale was averaged from scales of nitromethane and 
2-mtrobutane, which were found to differ somewhat. 

Over most of the range, pressures for a pven temperature can be 
read within about 2 per cent of the value calculated from the correspond- 
ing equation. 

> KiLUiniB, D. H., Ind. Eng. Chm., SO, 477 (1088). 
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' VAPOR-PRBSSXJBB ROMOORAPH FOR ISOMBRIC OCTAROLS* 

Recent vapor-pressure data* covering 22 isomeric octanols appeared 
as a table of boiling points for pressures of 20, 100, 300, and 760 mm. 
mercury, supplemented by pressure-temperature curves for 12 of the 
series. Figure 154 enables convenient estimation of boiling points at 
other prees\ires or vapor pressures at any temperature in the range of 
the data. It is based upon the expression 

logp = ri-^ 

where p is the vapor pressure, millimeters mercury; t is the temperature, 
degrees centigrade; and A, B, and a have values, depending upon the 
compound, as given in Table XXXV. 


Table XXXV 


Key No. 

A 

B 

a 

Key No. 

A 

B 

a 

41 

8.040 

2340 

* 

61 

6.599 

1144 

120 

42 

6.586 

1155 

140 

62 

7.726 



43 


2258 

270 

63 

6.417 

1126 

160 

44 

6.638 

1130 

140 

64 

6.990 

1341 

160 

51 

6.383 

1074 

120 

65 

6.961 

1335 

160 

52 


1678 

200 

66 

7.885 

1782 


53 


1483 


67 

6.385 

mmm 

140 

54 


1580 

200 

71 

6.596 

■09 

120 

55 


1326 

160 

72 

6.434 


120 

56 


1580 


73 

6.089 

■Eil 

120 

57 

7.500 

1782 

200 

74 

6.229 

992 

120 


• a — 270 — 


With respect to the key numbers which appear oh the chart and in 
Table XXXV the original investigators stated, “The first digit locates 
the methyl group and the second the hydroxyl group: thus 72 is 7-methyl- 
2-heptanol, t. e., 2-octanol, and 53 is 5-methyl-3-heptanol. Sometimes 
the tey numbers depart, for convenience, from official nomenclature.” 

The temperature ^ales on the chArt bear symbols or numbers that 
must correspond with those of the gauge points for the various compoimds. 
The drcled points, for instance, are employed with the temperature 
scale headed by a circle. 

The use of Hg. 154 is illustrated as follows: What is the vapor pressure 
of 6-methyl-3-heptanol at 85‘’C.7 The key number for this compound 

* Ind. Eng. Chmu, », 282 (1943). 

* DoBOOoa, O. L., H. B. Glass, T. L. Obbsham, O. B. Malone, sad E. E. Reid, 
J. Am. Chem. Soe., M, 8100 ( 1041 ). 
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is 63 which appears as a circled point on the chart. Connect this point 
with 86 on the t scale topped by a circle, and produce the line to the p 
scale where the vapor pressure is read as 75 mm. mercury. Vapor 


t. Temperature, Deg.C. 



Fio. 154. — Vapor pressures of isomeric ootanols. 


pressures read from the chart deviate from the original data by an average 
of about 0.8 per cent. 

L1NS-COORDINA.TB CHART FOR VAPOR PRESSURES OF SATURATED 

AQUEOUS SOLUTIONS^ 

For saturated aqueous solutions of potassium and sodium sulfates and 
of potassium^ sodium, and cesium chloride, Foote, Saxton, and Dixon’ 
^ Ind. Eng. Chem., 38, 1278 (1941). 

* Foots, H. W., B. Saxton, and J. K. Dixon, Am. Chem. Soe,, 34 , 563 (1932). 
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presented equations connecting the vapor pressure p in millimeters of mer- 
cury, with the temperature T in degrees Kelvin. The equations for the 
sodium and potassiiun chloride solutions are, respectively, 

log p = - - 4.716 log T -I- 22.612 (37) ^ 

log p - - - 6.680 log T + 0.001024r -|- 27.569. (38) 

The equations for the other solutions are of the form 

logp = il-^- (39) 

Figure 155 facilitates calculation of vapor pressures, once equations 
of the form of Eq. (39) are determined for solutions of sodium and 
potassium chlorides. Values of A and B are given in Table XXXVI. 


Table XXXVI 


Saturated solution 

A 

B 

EsSOf 

0.1881 

2332.5 

KCl 

8.8760 

2258.0 

Naa 

8.0850 

2306.0 

Csa 

8.5621 

2108.5 

NagSO, 

10.3630 

2606.6 



The index line on the chart shows that the vapor pressure of a satu- 
rated aqueous solution of sodium sulfate is 10 mm. mercury at 15^C. 

LINE-COORDINATE CHART FOR VAPOR PRESSURES OF 11 ORGANIC 

SOLVENTS^ 

Gardner and Brewer^ presented valuable data on the vapor pressures 
of 11 commercial high-boiling organic solvents. The samples repre- 
sented technical products in actual use and were not specially purified. 
Their values are in agreement with fragmentary data which exist in 
the literature, and it appears worth while to present the new data in a 
compact and readily usable line-coordinate chart. 

As required by the integrated Clausius-Clapeyron equation, the data 
can be plotted as straight lines on paper ruled log P vs. IfT so that the 
equation for each set is of the form 

logP-A-|, 

suggesting the diagram shown in Fig. 156. 

^ Ind. Eng. Chem., 80, 820 (1038). 

* Gaedneb, G. S., and J. E. Brbwbb, Ind. Eng. Chem.^ 29, 170 (1037). 
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Values of constants A and B were determined by the method of 
averages, discarding occasional pairs of values which appeared to be in 
error. The constants are listed in Table XXXVII. 


0 




h20 



Saiurafed Solufions of 
© K 2 SO 4 

©CsCl 



25 

27- 


b-4 




Fiq. 155. — ^Vapor prdtoures of saturated aqueous solutions. 


Organic solvent 


Benzyl acetate 
Benzyl alcohol 
Butyl carbitol. 

Carbitol 

Decalin 


Table XXXVII 


■1 

B 

Organic solvent 

A 

B 

8.687 

2,770 

Dibutyl phthalate 

6.455 

2,662 

9.133 

2,965 

Dimethyl phthalate. . . . 


3,452 

9.684 

3,328 

Hexalin 

9.337 

2,779 

9.336 

3,001 

Terpenyl acetite 

9.408 

3,224 

8.049 

2,389 

Terpineol 

9.432 

3,137 



Tetralin 

f 

8.235 

2,567 


Figure 156 was prepared from these constants, and its use is illustrated 
as follows: What is the vapor pressure of benayl acetate at 90®C.? Con- 














238 


CHEMICAL ENGINEERING NOMOGRAPHS 



8 

o5 


oio 


07 

o6 


1 

Benzyl^ Acefaie 

20 +o230 

2 

Benzyl* Alcohol 

20 to 210 

3 

Bui’yl Corbi+ol 

10 +0 160 

4 

Carbi'I’ol 

20 to 210 

5 

Decolin 

10 to 200 

6 

Oibu+yl Ph+hcila+e 

80 to 180 

7 

Dime+hyl Phfholaie 

50 to 150 

8 

Hexolin 

20 to 170 

9 

Terpenyl Ace+ofe 

10 to 160 

10 

Terpineol 

0 to 160 

II 

Tetrolin 

10 to 230 


\ 


Fio. 150. — Vapor pfeasure of 11 organic tolvents. 



V 
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nect 90 on the temperature scale with point 1, and note the intersection 
with the pressure scale at 9.2 mm., the desired value. Similarly, what 
is the boiling point of hexalin? Connect 760 on the pressure scale with 



20 



100 - 

120 - 

140 - 

160 -^ 

180 - 


1 n-Amyl Acetate • 

2 n- Butyl Acetate 

3 Di-acerone Alcohol 

4 Oi-isoamylene 

5 Oi- isobutylene 

6 Ethylene Glycol Mono-e+hyl Ether 
4 Iso'decone 

7 Iso- octane 


-800 

-600 

^400 


b-200 



L-2 


Fiq. 157. — Vapor pressures of eight organic solvents. 


hexalin point 8, and note the intersection with the temperature scale 
at 167*C. 

The legend at the bottom of Fig. 156 lists the solvents, their identifica- 
tion numbers, and the limits of the temperature ranges. 
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I - Acetone 17 - Etnyl ether 

2“ l“6romo-l-chloroefhane 18 “ Ethyl formote 

3 " Butyroldehyde 19 ” Ethyl methyl ketone 

4 “ Carbon disulfide 21 " Ethylene oxide 

5 “ Carbon tetrachloride 22 ** Isopropanol 

6 - Chloroform 23 ” Isopropyl acetate 

7 * Chloroprene 24 - Isopropyl ether 

8 - l.l'Oichloroethone 25- Methanol 

9 “ 1,2'Dichloroethone 26- Methyl ocetotc 

10 - Dichloroethylene (cis) 27 - Methyl formate 

II “ Dichloroethylene (trons) 28- Methyl iodide 

12 - Oichloroifiethane 29 - Methyl propyl ether 

13 - Ethanol 32 “ Propylene oxide 

14 - Ethyl ocetote 33 * 1,1,1- Trichloroethone 

15 - Ethyl bromide 34- Trichloroethylene 

16 - Ethyl chloride 35 - Vinyl ocetote 



Fxa. 168. — ^Vspor pressures of 32 organic solvents boiling below 90^0. 
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1 - Ace4til • - Cfhylen* diaTmne 

2 - Acetic anhydride W - Mesityl oside 

3 • tsoamyl aoehdt H “ Methyl amyl acetate 

4 - n*6uiyl acetate 21 • Metjiyl aniyC olcohol 

5 • Isobutyl acetate 22- Methyl n-botyrote 

6 - n- Butyl alcohol 23- Methyl isobutyrate 

7 - Isobu^l isobutyrate 24- Methyl “CeUosolvc" 

6 - Isobutyl propionote 25 - Methyl •Cellosolve" acetate 

9 -•CeHosolve* 26 - Methyl isobutyl ketone 

10 * Crotonoldehyde 27 - Monochlorobenzene 

H - t,2*0ibromoethane 28- n- Propyl acetate 

12 - 1,3- Oichloro-2- Butene 29 - n- Propyl ether 

13 - Oioxofle 30 - Propylene chlorohydrin 

14- 2- Ethyl butyl alcohol ' 31 - Pro^lene diehloride 

I5 - Ethyl -n butyrate 32-4 1,42'Tetrachloreethane 

16*^ Ethyl propionate 33- 4 4^2^7etrachloroethane 

17- Ethylene chlorohydrin 34- 442 -Trichloroethone 




Fxo. 160. — Vapor pressures of 34 orsanic solvents boiling between 00 and 160^0. 
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UHB-COORDINATB CHART FOR VAPOR PRESSURES OF EIGHT 
ORGANIC SOLVENTS^ 

In connection with his study of evaporative index, Gardner* presented 
vapor-pressure-temperature data for eight organic solvents. From the 
actual coordinates of the plotted points given in a private communication, 
it is possible to show that the relationship between p, the vapor pressure 
in millimeters of mercury, and t, the centigrade temperature, is given by 


where A and B are constants specific to the compound. 

The linearity of log p and l/(t + 253) enables construction of Fig. 157 ; 
which presents the data in a compact and convenient form. The broken 
line indicates that the vapor pressure of n-butyl acetate is 41 mm. at 
60^C. 

The nature of the agreement between values read from the chart 
and the actual data is shown in Table XXXVIII, which includes values of 
A and B for each material. 


Table XXXVIII 



nmmiiiiiiii! 

Pressure, mm. 

■ 


Compound 


Hg 


B 







mmi 

Data 

Chart 

■ 


n^Amyl acetate 

/ 56.9 

1 106.6 

23.9 

204 

24.0 

200 

8.078 

2,077 

fi-Butyl acetate 

49.2 

43.2 

39.7 

8.099 

1,964 


93.5 

274 

270 



Diacetone alcohol 

66.6 

17.8 

17.6 

8.091 

2,188 


139.3 

324 

324 



Diiaoamylene 

58.0 

21.6 

23.0 

7.641 

1,953 


110.7 

188 

188 



Diieobutylene 

35.8 

72.3 

72.0 

7.474 

1,623 


1 72.0 

303 

304 



Ethylene glycol monoethyl ether . . . 

49.9 

94.0 

23.2 

180 

23.0 

180 

8.416 

2,139 

Isodecane 

59.8 

24.5 

25.0 

7.620 

1,948 


120.8 

254 

258 


• 

leooctane 

31.0 

65.1 

64.0 

7.418 

1,592 


63.5 

243 

240 




^ Jnd. Eng, Chem,, SS, 401 (1041)* 

* Gabdiobb, G* S., Ind, Eng, Ckm,, 92 » 226 (1040). 
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1 Ace+onyl acetone 

2 Anisoie 

3 Benzyl chloride 

4 Bromobenzene 

5 l^butyl n- butyrate 

6 Butyl “Cellu8oIve»' 

7 n -Butyl lactate 

8 n- Butyric acid 

9 n- Butyric onhydride 

10 “Cellusolve” acetate 

11 o-Chloroto1uene 

12 m-ond p-Chlorotoluene 

13 “Decalin* 

14 o- Oichlorobenzene 

15 Dichloroethy] ether 

16 Ethyl ace toace tote 


17 2“ Ethyl butyl ocetate • 

18 Ethyl locta'to 

19 Ethylene qlycot 

20 Ethylidene diacetote 

21 Glycol diacetate 

22 Hexachloroethane 

23 Hexalin 

24 n-Hexonol 

25 Methyl ocetoacetote 

26 Methyl n-omyl ketone 

27 Methyl *Carbitol“ 

28 Monoethonolomine 

29 Octyl acetote 

30 Octyl olcohol 

31 Octyl aldehyde 

32 Pentachloroethane 

33 Propylene glycol 



1000 

800 


600 


400 

300 

200 





140 



160 


180 

200 

210 



I 

too. — ^Vapor pressures of 83 organic eolrenta boiling between 180 and 200®C. 
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\ - Acetophenone 

2- Anethole 

3- Benzophenone 

4 - Benzyl ocefote 

5 - Benzyl alcohol 
6“ Butyl Xarbitol“ 
8-?*Carbitor 

9 - “Carbitol” acetate 
(0- Creosol 

11 - Dibutyl phthalate 

12 - Di butyl taVtrote 

13 - Diethanolamine 

14 - Diethyl phthalate 

15 - Diethyl sulfate 



16 • Diethyl tortratc 

17 - Diethytene qlycol 

18 * Dimethyl phthalate 

19 - Diphenyl oxide 

21 - 4-Nitro- 1,3-xylenc 
22* o-Nitrotoluene 
23- m-Nitrotoluenc 
24“ p~ Nitrotoluene 
25“ Terpenyl ocetate 
26“ Terpineol 
27“ Tetralin 
28“ Triacetin 
29“ Trichlorobenzene 
30“ Triethanolamine 
31 " Triethylene glycol 



Fig. 161.— Vapor preesuree of 29 organic solvents boiling above 200**C. 
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LINB-COORDINATB CHARTS FOR VAPOR PRBSSURBS OF 128 ORGANIC 

SOLVBNTSi 

Figures 158 to 161, which present vapor-pressure data in convenient 
line-coordinate form, are modifications of an earlier Davis chart and 
depend upon linearity of the logarithm of the vapor pressure and an 
arbitrary function of the temperature as defined by the pressure-temper- 
ature curve of a single compound in a manner similar to that suggested 
previously.*'* The charts were constructed by methods described 
by Davis.* 

For convenience the 128 solvents were divided into four groups 
according to their boiling points at atmospheric pressure as follows: 
<90®C. (Fig. 158), 90 to 150°C. (Fig. 159), 150 to 200*^0 (Fig. 160), and 
>200°C. (Fig. 161). In each chart a straight line through any numbered 
gauge point will cut the temperature and vapor-pressure scales in con- 
sistent values. 

1 Killeffbr, D. H., Ind. Eng. C/icm., 80, 477, 565 (1938). 

» Cox, E. R., Ind. Eng. Chem., 16, 592 (1923). 

* Davis, D. S., Ind. Eng. Chem.^ 17, 735 (1925). 

* Davis, D. S., ‘^Empirical Equations and Nomography,^' p. 140, McGraw-Hill 
Book Company, Inc., New York, 1943. 



CHAPTER XVIII 
VISCOSITY NOMOGRAPHS 


UnB-COORDIHATE CHART FOR VISCOSITIES OF LIQUIOSi 

Based upon a linear relation between the logarithm of viscosity and 
an arbitrary function of temperature, Fig. 162 enables estimation of the- 

Temperature Viscosi;^ 

Oeg.C. Deg.F. , Centtpotses 



Fio. 162. — VisoositiM of liquids. 

^PxBBT| J. H., ''Chemical Engineers' Handbook/' 2d ed., p. 794, McGraw-Hill 
Book Company, Inc., New York, 1941. 
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Table XXXIX. — Viscosities op Liquids* 
Coordinates for Fig. 162 


No. 

liquid 

X 

Y 


Liquid 

X 

Y 

1 

Acetaldehyde 

15.2 

4.8 

56 

Freon-22 

m 

4.7 

2 

Acetic acid, 100 % 

12.1 

14.2 

57 

Freon-113 


11.4 

8 

Acetic acid, 70 % 

9.5 

17.0 

58 

Glycerol, 100% 


30.0 

4 

Acetic anhydride 

12.7 

12.8 


Glycerol, 50% 

6.9 

19.6 

6 

Acetone, 100% 

14.5 

7.2 


Heptene 

14.1 

8.4 

6 

Acetone, 35% 

7.9 

EiXil 


Hexane 

14.7 

7.0 

7 

Allyl alcohol 

10.2 

14.3 


Hydrochloric acid, 31.5 % 

13.0 

16.6 

8 

Ammonia, 100% 

12.6 

KXti; 


Isobutyl alcohol 

7.1 

18.0 

9 

Ammonia, 26% 

10.1 

13.9 

64 

Isobutyric acid 

12.2 

14.4 

10 

Amyl acetate 

11 8 

12.5 

65 

Isopropyl alcohol 

8.2 

16.0 

11 

Amyl alcohol 

7.5 

18.4 

66 

Kerosene 

10.2 

16.9 

12 

Aniline 

8.1 

18.7 

67 

Linseed oil, raw 

7.5 

27.2 

13 

Aniaole 

12.3 

13.5 

68 

Mercury 

18.4 

16.4 

14 

Arsenic trichloride 

13.9 

14.5 

69 

Methanol, 100% 

12.4 

10.5 

15 

Benzene 

12.5 

■itMi 

70 

Methanol, 90 % 

12.3 

11.8 

16 

Brine, CaCls, 25% 

6.6 

15.9 

71 

Methanol, 40 % 

7.8 

16.5 

17 

Brine. NaCi, 25% 

10.2 

16.6 

72 

Methyl Icetate 

14.2 

8.2 

18 

Bromine 

14.2 

13 2 

73 

Methyl chloride 

15.0 

3.8 

10 

Bromotoluene 

20.0 

15.9 

74 

Methyl ethyl ketone 

13.9 

8.6 

20 

Butyl acetate 

12.3 

■ntii 

75 

Naphthalene 

7.9 

18.1 

21 

Butyl alcohol 

8.6 

17.2 

76 

Nitric acid, 95 % 

12.8 

13.8 

22 

Butyric acid 

12.1 

15.3 

77 

Nitric acid, 60 % 

10.8 

17.0 

23 

Carbon dioxide 

11 6 


78 

Nitrobenzene 

10.6 

16.2 

24 

Carbon disulphide 

mmm 

7.5 

79 

Nitrotoluene 

11.0 

17.0 

25 

Carbon tetrachloride 

mmm 

13.1 

80 

Octane 

13.7 

10.0 

26 

Chlorobenzene 


12.4 

81 

Octyl alcohol 

6.6 

21.1 

27 

Chloroform 

in 

10.2 

82 

Pentachloroethane 

10.9 

17.3 

28 

Chlorosulfonic acid 

11 2 

18.1 

83 

Pentane 

14.9 

1 5.2 

29 

Chlorotoluene, ortho 

13.0 

13.3 

84 

Phenol 

6.9 

20.8 

30 

Chlorotoluene, meta 

13.3 

12.5 

85 

Phosphorus tribromide 

13.8 

16.7 

31 

Chlorotoluene para 

13.3 

12.5 

86 

Phosphorus trichloride 

16.2 

10.9 

32 

Cresol, meta 

2.5 

20.8 

87 

Propionic acid 

12.8 

13.8 

33 

Cyclohexanol 

2.9 

24.3 

88 

Propyl alcohol 

9 1 

16.5 

34 

Dibroraoethane 

12 7 

15.8 

89 

Propyl bromide 

14.5 

9.6 

35 

Dichloroethane 

13 2 

12.2 

90 

Propyl chloride 

14.4 

7.5 

36 

Dichloroinethane 

14.6 

8.9 

91 

Propyl iodide 

14 1 

' 11.6 

37 

Diethyl oxalate 

11 0 

16.4 

92 

Sodium 

16,4 

13.9 

38 

Dimethyl oxalate 

12.3 

15.8 

93 

Sodium hydroxide, 50 % 

3.2 

25.8 

39 

Diphenyl 

12.0 

18.3 

94 

Stannic chloride 

13.5 

12.8 

40 j 

Dipropyl oxalate 

10.3 

17,7 

95 

Sulphur dioxide 

15.2 

7.1 

41 1 

Ethyl aoetato 

13.7 

9.1 

96 

Sulphuric acid, 110% 

7.2 

27.4 

42 

Ethyl alcohol, 100% 

10.5 

13.8 

97 

Sulphuric acid, 98 % 

7.0 

24.8 

43 

Ethyl alcohol, 95% 

9.8 

14.3 

98 

Sulphuric acid, 60 % 

10.2 

21.3 

44 

Ethyl alcohol, 40% 

6.5 

16.6 


Sulphuryl chloride 

15.2 

12.4 

45 

Ethyl benzene 

13.2 

11.5 

100 

Tetrachloroethane 

11.9 

15.7 

46 

Ethyl bromide 

14 5 

8.1 

101 

Tetrachloroet hy lene 

14.2 

12.7 

47 

Ethyl chloride 

14.8 

6.0 

102 

Titanium tetrachloride 

14.4 

12.3 

48 

Ethyl ether 

14.5 

5.3 

103 

Toluene 

13.7 

10.4 

49 

Ethyl formate 

14.2 

8.4 

104 

Trichloroethylene 

14.8 

10.5 

50 

Ethyl iodide 

14.7 

10.3 

105 

Turpentine 

11.5 

14.9 

51 

Ethylene glycol 

6.0 

23.6 

106 

Vinyl acetate 

14.0 

8.8 

52 

Formic acid 

10.7 

15.8 


Water 

10.2 

13.0 

53 

Freon-11 

14.4 

9.0 


Xylene, ortho 

13.5 

12.1 

54 

Freon-12 

16.8 

5.6 

109 

Xylene, meta 

13.9 

10.6 

55 

Freon-21 

15.7 

7,5 


Xylene, para 

13.9 

10.9 


* From J. H. Porry, **Cheinia«l Encinoeta* Handbook,'* 2d ed., p* 724, McQraar-Hill Book Company, 

Ino.| Now York, 1941. 
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viscosity of 110 pure liquids and aqueous solutions over a wide tempera- 
ture range and is particularly useful in designing heat transfer and fluid- 
flow equipment. Table XXXIX lists the liquids and solutions and the 
coordinates of their gauge points to be plotted on Fig. 162 when the chart 
is used. 


Table XL. — Viscosities of Gases* 
Coordinates for use with Fig. 163 


No. 

Gas 

X 

D 

No. 

Gas 

X 

Y 

1 

Acetic acid 


14.3 

29 

Freon-113 

11.3 

14.0 

2 

Acetone 


13.0 

30 

Helium 

10.9 

20.5 

3 

Acetylene 


14.9 

31 

Hexane 

8.6 

11.8 

4 

Air 

11.0 

20.0 

32 

Hydrogen 

11.2 

12.4 

5 

Ammonia 

8.4 

16.0 

33 

3Ha + IN* 

11.2 

17.2 

6 

Argon 

10.5 

22.4 

34 

Hydrogen bromide 

8.8 

20.9 

7 

Benzene 

8.5 

13.2 

35 

Hydrogen chloride 

8.8 

18.7 

8 

Bromine 

8.9 

19.2 

36 

Hydrogen cyanide 

9.8 

14.9 

9 

Butene 

9.2 

13.7 

37 

Hydrogen iodide 

9.0 

21.3 

10 

Butylene 

8.9 

13.0 

38 

Hydrogen sulphide 

8.6 

18.0 

11 

•Carbon dioxide 

9.5 

18.7 

39 

Iodine 

9.0 

18.4 

12 

Carbon disulphide 

8.0 

16.0 

40 

Mercury 

5.3 

22.9 

13 

Carbon monoxide 

11.0 

20.0 

41 

Methane 

9.9 

15.5 

14 

Chlorine 

9.0 

18.4 

42 

Methyl alcohol 

8.5 

15.6 

15 

Chloroform 

8.9 

15.7 

43 

Nitric oxide 


20.5 

16 

Cyanogen 

9.2 

15.2 

44 

Nitrogen 

10.6 

20.0 

17 

Cyclohexane 

9.2 

12.0 

45 

Nitrosyl chloride 

8.0 

17.6 

18 

Ethane 

9.1 

14.5 

46 

Nitrous oxide 

8.8 

19.0 

19 

Ethyl acetate 

8.5 

13.2 

47. 

Oxygen 

11.0 

21.3 

20 

Ethyl alcohol 

9.2 

14.2 

48 

Pentane 


12.8 

21 

Ethyl chloride 

8.5 

15.6 

49 

Propane 


12.9 

22 

Ethyl ether' 

8.9 

13.0 

50 

Propyl alcohol 


13.4 

23 

Ethylene 

9.5 

15.1 

51 

Propylene 


13.8 

24 

Fluorine 

7.3 

23.8 

52 

Sulphur dioxide 


17.0 

25 

Freon-11 

10.6 

15.1 

53 

Toluene 


12.4 

26 

Freon-12 

11.1 

16.0 

54 

2, 3, 3-trimethylbu- 








tane 


10.5 

27 

Freon-21 

10.8 

15.3 

55 

Water 


16.0 

28 

Freon-22 

10.1 

17.0 

56 

Xenon 


23.0 


* From J. H. Perry, Chemical Engineers' Handbook/* 2d ed., p. 790, MoOraw*Hill Book Company, 
Inc., New York, 1941. 


uhb-coordznatb chart for viscositibs of oasbs* 

Table XL lists 66 gases ' and the coordinates of their gauge 
points to be plotted on Fig. 163 when the chart is used to estimate vis- 

^Pbbbt, j. H., “ChemioiJ EMt^een’ Handbook,” 2d ed., p. 790, MoOraw>Hill 
Book Company, Inc., New York, 1941. 
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cosites over 'wide temperature ranges. The nomograph facilitates the 
design of heat transfer and fluid-flow equipment. 


Temperature 

Deg.C. Deg^. 

-100 -n 

I 100 

0 -I 


Viscosity 

Centipoises 

r^ai 

- 0.09 

- 0.08 

- 0.07 

r ao6 

r 0.05 
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Fio. 163. — ^Visooaitiea of gases. 
VISCOSITY OF STRONG PHOSPHORIC ACIDS* 


As a part of their study of the characteristics of strong phosphoric 
adds Lum, Malowan, and Durpn* have presented excellent data covering 

* Chen. A Mel. Eng., 4,1, 156 (1940). 

* Lum, J. H., J. E. MaiiOwan, and C. B. Duroin, Chen. A Met. Eng., 44, 721-726 
(1987). 
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the viscon^-temperature relationships for several aeids of known PiOt 
content. The data can be plotted as straight lines on special coordinate 
paper^ but interpolation is somewhat difficult siiice the lines are not 
parallel and do not represent equal intervals in PaOs content. 



Fiq. 164. — Viscosity-temperature-conoentration relationships for phosphoric acids. 


Mgure 164 extends the utility of the original data through the inclu- 
sion of (1) a defimtely graduate scale for percentages of PaOt and (2) 
a more dosely graduated temperature scale. As an illustration of the 
use <4 chart, the broken' line indicates that phosphoric acid testing 
80.0 per cent PtOi will exhibit a kinematic viscosity of 132 centistokes 
or a Saybolt viscosity of 600 sec. at ITO^F. 
i A.S.T.M. Tentative Standards, 1986, p. 666. 
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SPECIFIC-HEAT AND VISCOSITY NOMOGRAPHS FOR CALCIUM CHLORIDE 

BRINES^ 

Since calcium chloride solutions find wide application as refrigerating 
brines^ reliable specific heat^ and viscosity* data are necessary in con- 
nection with the design of cooling systems. The purpose of this topic 
is to present such data in convenient nomographic form. 



^ 0.63 


h-IO 


l.|4 


Fiq. 166 , — Specific heat-specific gravity-temperature relationships for calcium chloride 

brines. 


Specific Heats. — The line-coordinate specific-heat chart (Fig. 165 ) 
is based on the correlation equation 

Cp^a + b[t- 6 . 9 ( 10 )-» ®*«1 

✓ 

where Cp is the specific heat; B.t.u./(lb.} (^F.); t is the temperature; 

^ Ind, Eng. Chem., 54, 1532 (1942). 

* Caloium Chloride Amc., Bull. 19 (1942). 

* Am. Soc. Refrig. Eng. Data Book, 1939-19^. 
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degrees Fahrenheit; and o and b depend upon the specific gravity of the 
brine, S, as given in Table XLI. 


Table XU 



Fto. 166. — ^Viseosity-tempersture-concentration relationships for calcium chloride brines.* 


The use of the chart is illustrated as follows: What is the specific 
heat of a calcium chloride brine at — 4°F. which has a specific pavity of 
1.2187 Connect 1.218 on the 6 scale with —4 on the t scale, and read 
the specific heat as 0.681 B.t.u./(ib.) (°F.) on the c„ scale. 

The line-coordinate viscosity chart (Fig. 166) is based 
on the correlation equation 

log M “ o -1- 6(f - 10» »»«-» w») 
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where m is the viscosity of the brine in centiposes, and a and b depend 
upon the percentage of anhydrous calcium chloride, c, as given in Table 


XLII. 


Tabls XLII 


c 

a 

h 

c 

a 

h 

16 

0.786 

- 0.0114 

26 

0.983 

- 0.0111 

18 

0.817 

- 0.0113 

28 

1.048 

- 0.0111 


0.861 

- 0.0118 

30 

1.118 

- 0.0113 

22 

0.891 

- 0.0113 

32 

1.196 

- 0.0116 

24 

0.930 

- 0.0111 





The use of the chart is illustrated as follows: What is the viscosity 
of a calcium chloride brine at 5®F. when the concentration is 23 per cent? 
Connect 23 on the c scale with 5 on the t scale, and read the viscosity 
as 7.1 centipoises on the m scale. 

For all design purposes, values read from the charts are in sufficient 
agreement with the original data. 

VISCOSITY NOMOGRAPHS FOR ORGANIC LIQUIDS^ 

Bonders^ showed that for a wide range of organic liquids the logarithm 
of the logarithm of the viscosity in millipoises is linear with the density 
in grams per cubic centimeter according to the expression 

log (log 1 ?) == md — 2.9 (40) 

where m is a constant characteristic of each liquid. He calculated the 
viscosity-density constant m by the equation 

I 

where M as molecular weight. < 

I = viscosity-constitutional constant. 

The two equations may be combined to ^ve 

log (log Vi) = 2.9. 

The viscosity-constitutional constant I may be evaluated from the 
summation of general atomic and structural constants given in Table 
XLIII. For example, the value of I for ethyl iodide is 

2(60.2) + 6(2.7) + no » 223.9. 

* Ini. Bng. Chem., S8, 15S7 (IMl). 

* SouDiBS, Mott, Jb., J. Am. Chem. Soc., 60, 184 (1038). 


(41) 


(42) 
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The use of Fig. 167, designed to solve £q. (42) quickly and accurately, 
is illustrated as follows: What is the viscosity of ethyl iodide when the 
density is 1.925 g./co.? Connect 224 on the I scale with 156, the molec- 



ular wdid^t, on the M scale, and note the intersection with the a axis. 
Connect this intersection with 1.925 on the d scale, and produce the line 
to the n scale where the viscosity is read as 5.5 millipoises. 

figure 167 is a general chart for organic liquids and covers tride 
ranges, but the viscosity scale is necessarily short and crowded owing to 
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the nature of Eq. (42). Figures 168 and 169 are less general but permit 
closer estimation of viscosity and require reference to Table XLIV 



fie. 108. — ^Viooosities of organio liquids from thdr densities. 


wUch lists compound numbers against the names of the compounds 
in question. 



CHEMICAL BNOINEBRING NOMOOBAPHE 
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The index linei in Fig. 168 shows that the viscosity of cyclopentane 
(compound 25) is 4.64 millipoises when the density is 0.751 g./cc., and 
the index line in Fig. 169 indicates that isobutyl iodide (compound 84) 
with a. density of 1.614 has a viscosity of 9.5 millipoises. 

A comparison between results as read from the specific and general 
charts may be effected by noting that the viscosity of ethyl iodide (com- 
pound 89) at a density of 1.925 g./cc. is 5.6 when read from BHg. 169 as 
against 5.5 reported in a previous illustration. A small variation in 
density or in the constitutional constant will result in a considerable 
change in viscosity due to the log-log function. This condition is faith- 
fully reflected in the charts. 


Tablb XLIII. — Atomic and Stbuctttbal Ck>NSTANT8 
Atomic and Group Values 


CHi 

55.6 

OH 

57.1 

N 

37 

H 

2.7 

COO 

90 

Cl 

60 

C 

50.2 

COOH 

104.4 

Br 

79 

0 

29.7 

NOj 

80 

I 

no 








Double bond —15.6 

where X is a negative group 

Side group on 8 — C ring 
Mol. wt. < 17, —9 


Structural Values 
R R 

^CHCH^ 

R R 

5 — C ring —24 

6 — C ring —21 

R 

R— 13 

A 

H— “C— R 16 


-CH - CHCH^Sr 4 


R 


\ 

/ 


CHX 6 


Mol. wt. > 16, -17 

Ortho and para 3; meta •• 1 CHj — C — ^R 6 


SURPACX TBNSION-VISCOSITT NOMOORAPH FOR ORGANIC UQU11>S> 

For 32 organic compounds, Buehler* drew attention to an important 
relation between surface tension and viscosity: 

3 log (log u) + 2.9 
^ " T/P 

-> Ind. Eng, Cfcem., 34 , 1281 (1942). 

• BtrsHUta, C. A., /. Phyt. Chm., 42 , 1207 (1938). 
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where y = surface tension, dynes/cm. 

n = viscosity, millipoises, at same temperature 'as y. 

I s viscosity-constitutional constapt. 

P = parachor. 

Table XLIV. — Compound Numbers Listed oh Figs. 168 and 169 


49 

Acetaldehyde 

80 

Dichloromethane 

67 

Acetate, ethyl 

20 

Diisopropenyl (diallyl) 

23 

Acetate, ethyl tetradecyl 

2 

Diisopropyl 

22 

Acetate, 2-heptyl nonyl 

1 

Dimethylbutane 

62 

Acetate, methyl 

46 

Dimethylaniline 

48 

Acetate, n-propyl 

19 

5-Doco8ene, phenyl 

35 

Acet<Hie 

15 

Docosylbenzene 

63 

Acid, acetic 

11 

Docosylcyclohexane 

51 

Acid, n^butyric 

21 

/3>Doco8ylnaphthalene 

34 

Acid, n-caproic 

5 

Dodecane 

50 

Acid, isobutyric 

31 

Ether, ethyl 

60 

Acid, propionic 

24 

Ether, ethyl iaobutyl 

42 

Acid, n-valeric 

27 

Ether, ethyl propyl 

31 

Alcohol, allyl 

30 

Ether, methyl propyl 

16 

Alcohol, butyl 

25 

Ether, propyl 

20 

Alcohol, ethyl 

47 

Ethylaniline 

14a Alcohol, isobutyl 

40 

Ethylbenzene 

14 

Alcohol, isopropyl 

6 

Ethyltetradecanol 

28 

Alcohol, methyl 

61 

Formate, ethyl 

17 

Alcohol, n-propyl 

64 

Formate, methyl 

55 

Aniline 

56 

Formate, propyl 

45 

Benzene 

3 

Hepatadecane 

55 

Benzylamine 

8 

Heptane 

81 

Bromide, allyl 

4 

Heptylnonanol 

83 

Bromide, ethyl 

16 

5-Hexacosene, phenyl 

76 

Bromide, isobutyl 

5 

Hexane 

77 

Bromide, isopropyl 

36 

Hexylnaphthalene 

80 

Bromide, n-propyl 

88 

Iodide, allyl 

82 

Bromobenzene 

89 

Iodide, ethyl 

79 

m-Bromotoluene 

84 

Iodide, isobutyl 

77 

o-Bromotoluene 

85 

Iodide, isopropyl 

77 

p-Bromotoluene 

90 

Iodide, methyl 

53 

f^-Butyrate, methyl 

87 

Iodide, propyl 

68 

Chloride, allyl 

86 

lodobenzene 

75 

Chloride, ethylene 

53 

Isobutyrate, methyl 

65 

Chloride, isobutyl 

10 

Isoheptane 

66 

Chloride, isopropyl 

6 

Isohexane 

67 

Chloride, n^propyl 

6 

Isopentane 

72 

Chlorobenzene 

26 

Isoprene 

70 

fiip'Chlorotoluene 

33 

Ketone, diethyl 

70 

o-Chlorotoluene 

33 

Ketone, methyl ethyl 

69 

p-Chlorotoluene 

32 

Ketone, methyl propyl 

20 

Cyclohexane 

54 

Methylaniline 

29 

Qyclohexanol 

22 

Methylcyclohexane 

44 

C^lohexanone 

10 

Methylpentane 
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Table XLIV.— Compound Numbers 
12 Cyclohexyldocosane 
4 Cyclohexylhexacosane 
25 C^clopentane 
6 DeoiEine 
74 Dichloroethane 
24 ^-Octadecylnaphthalene 
6 Octane 
9 Pentane 
69 Phenol 
15 Phenyldocosane 
14 Phenylhexacosane 
37 Propionaldehyde 
51 Propionate, ethyl 


Listed on Figs. 158 and 169. — {Cofniinued) 
73 Nitrobenzene 
71 Nitrotoluene 
6 Nonane 
18 Octadecylbenzene 
13 Octadecylcyclohexane 
58 Propionate, methyl 
43 Toluene 
52 o-Toluidine 
50 p-Toluidine 
5 Undecane 
41 m-Xylene 

38 o-Xylene 

39 p-Xylene 


Table XLV lists compound numbers and values of for the 

organic liquids in question. 


Table XLV 


No. 

UP 

Compound 

No. 

i/p 

dlompound 

15 

1.226 

Acetate, ethyl 

12 

1.212 

Formate, ethyl 

6 

1.195 

Acetate, methyl 

18 

1.266 

Heptane 

17 

1.253 

Acetate, propyl 

17 

1.253 

Hexane 

3 

1.186 

Acetone 

10 

1.206 

Iodide, ethyl 

10 

1.205 

Benzene 

1 

1.163 

Iodide, methyl 

11 

1.208 

Benzene, ethyl 

14 

1.222 

Iodide, propyl 

7 

1.198 

Bromide, ethyl 

14 

1.222 

Ketone, diethyl 

16 

1.243 

Bromide, isobutyl 

12 

1.212 

Ketone, methyl ethyl 

17 

1.253 

Bromide, isopropyl 

10 

1.205 

Naphthalene 

13 

1.217 

Bromide, propyl 

2 

1.172 

Nitrobenzene 

5 

1.192 

Bromobenzene 

19 

1.280 

Octane 

17 

1.253 

Chloride, isobutyl 

9 

1.202 

Toluene 

13 

1.217 

Chloride, propyl 

8 

1.201 

m-Toluene 

4 

1,190 

Chlorobenzene 

11 

1.208 

m-Xylene 


1.303 

Decane 

15 

1.226 

o-Xylene 

12 1 

1.212 

Ether, ethyl 

13 

1.217 

p-Xylene 


The use of Fig. 170, constructed to solve the equation conveniently 
and accurately, is illustrated as follows: What is the surface tension of 
ethyl iodide at 16^C. when its viscosity is 6.2 millipoises* at this tem- 
perature? The compound number for ethyl iodide, read from Table 
XLV, is 10. Connect 6.2 on the 17 scale with 10 on the compound number 
scale, and produce the line to the y scale where the surface tension is read 

^ Buehlbr, C. a., /. Phys. C5em., 42 , 1207 (1938), , 

* SouDBRs, Mott, Jr., /. Am. Chem, Sac,, 50, 154 (1938). 

•Perry, J. H., “Chemical Engineers’ Handbook,*’ 2d ed., p. 794, McGraw-Hill 
Book Company, Inc., New York, 1941. 
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as 29.1 dynes/cm. The experimental value reported in the “Inter- 
national Critical Tables"^ is 29.6. 



^2 

Xto. 170.— Burface tenaioiia of organio Uquida from th^ viscoalties. 


VISCOSITY NOMOGRAPHS FOR ALKAUNB SOLUTIONS' 

« 

Original Data. — ^Hitchcock and Mcllhenny* presented the first 
extentive data on the viscof^ties of aqueous solutions of sodium hydroxide, 
' “International Critical Tables,” Vol. IV, p. 430, MoOraw-Hill Book Company, 
Ine., New York, 1038. 

• Ind. Eng. Ckm., 88, 068 (1036). 

* Htrcnoocx, L, B., and J. 8. McIi/HXnnt, Ind. Eng- Chem,, 87, 461 (1086). 
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Bodium carbonate, potassium hydroxide, and potassium carbonate, 
together with a study of the viscosities of mixtures of solutions of sodium 
hydroxide and sodium carbonate and of potassium hydroxide and 
potassium carbonate. Their investigation merits particular attention 



Fia. 171. — Viscosity-temperature-concentration relationships for sodium hydroxide and 

sodium carbonate solutions. 


in view of the industrial importance of these alkalies and because of the 
need for reliable viscosity data in connection with the design of equipment 
where calculation of gas absorption rates and heat and fluid flow must 
be made. 

Their studies were conducted at temperatures of 20, 30, and iO^C., 
and viscosities are given for concentrations of 0.6, 1, 2, 3, 4, 5, 6, 7, and 
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8 gnuDi'-equivalents pev liter of solution. In the case of mixtures of 
sodium hydroxide and sodium carbonate solutions, the volume per- 
centages of the latter are 26.5, 50.5, and 74.7 ; for mixture of potassium 
hydronde and potassium carbonate solutions, the volume percentages 
of the latter component are 27.7, 53.7, and 75.9. 

There is evident need for convenient interpolation means which shall 
be rapid and accurate. It is the purpose of this topic to present line- 


3-q 


2-d 



1.H -5 


^ 1.5 


as-E 

07- 

^08 

^ 0.7 

Fio. 172. — ^ViBoosity-temperature-concentration relationships for potassium hydroxide and 
potassium carbonate solutions. 


coordinate and nomographic charts that meet these requirenients and 
thus extend the usefulness of the ori^al data. 

Primary Alkaline Solutions. — In the case of sodium hydroxide 
solutions, log (m t 0.4) is linear with temperature over the narrow range 
between 20 and 40‘’C.; for the other pure alkaline solutions, log n is 
linear with temperature, where it is the viscosity of the sdlution in 
centipoises. 'These relationships form the basis of Fip. 171 and 172. 
For convenirace, the data fdr sodium hydroxide , and sodium carbonate 
are combined in Fig. 171, and Fig. 172 presents the potasraum hydroxide 
and potassium carbonate data in compact form. 
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In Fig. 171, the broken line at the left shows that a sodium hydroxide 
solution containing 2 gram-equivalents of solute per liter has a viscosity 
of 1.225 centipoises at 30^0. The dashed line at the right indicates 
that the viscosity of a 4 iV' solution of sodium carbonate is 2.29 centipoises 
at 33°C. In Fig. 172, the broken lines at the left and right, respectively, 
show that the viscosity of a 4 iV" potassium hydroxide solution is 1.43 
centipoises at 25^C., and that the viscosity of a 5 iV solution of potassium 
carbonate is 1.66 centipoises at 35®C. 

At 20°C., Figs. 171 and 172 agree exactly with the original data; above 
this temperature the discrepancies average no more than about 1 per 
cent. The convenience of interpolation along closely graduated scales 
more than compensates for the slight loss in accuracy. 

As pointed out by Hitchcock and Mcllhenny, no ideal law has been 
proposed to enable calculation of the viscosity of mixtures of alkaline 
solutions from the viscosities of their components and the percentage 
composition. The assumption of additivity of viscosities according to 
the expression 

n = Ml(l — y) + 
where m == viscosity of mixture 

Ma = viscosities of hydroxide and carbonate solutions, respectively, 
at same concentration 
y = volume fraction of carbonate solution 
leads to errors of as much as 10 per cent in the case of concentrated 
solutions and must be rejected as unsatisfactory. 

The equation 


= (1 — 2/) + y 

suggested by Kendall and Monroe’s expression, ^ which holds for a wide 
variety of binary liquid mixtures including lubricating oils, is somewhat 
better but not entirely adequate. 

Mixtures of Sodium Hydroxide and Sodium Carbonate Solutions. — 
For mixtures of sodium hydroxide and sodium carbonate solutions, 
the equation 



(43) 


holds very closely, as indicated by Table XLVI which lists deviations 
of the calculated values from the original data for total normalities ot 
0.5 to 8 [Eq. (43)]: 

* Kvndali^ J., and K. P. Monbob, J. Am. Chm. 8oe., M, 1787 (1917). 
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Tablb XLVI 


y 

Average deviation in viscosity, per cent 

20®C. 

30®C. 

40*»C. 

0.265 

1.1 

2.1 

0.7 

0.505 

0.8 

1.5 

0.4 

0.747 

0.1 

0.9 

0.3 


The expression is admittedly empirical but has a precedent in an 
identical equation proposed by Wennberg and Landt^ for the cuprammo- 
nium viscosity of binary rag blends. 




^ 0.7 

Fio. 173. — ^Vueomties of mixed eodium hydroxide and sodium carbonate soldtions. 


The equation can be handled most conveniently by means of Fig. 
173; the use of which is illustrated as follows: What is the viscosity of a 
mixture of sodium hydroxide and sodium carbonate solutions of the same 
concentration when their viscosities are 4.40 and 6.69 centipoises, respec- 
^ WbnnbbrO; £. N.; and G. £. Landt, Paper Trade 93 ; 202 (1931), 
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lively, and the composition of the mixture is 60 per cent sodium hydroxide 
solution by volume and 40 per cent sodium carbonate solution? The 
ratio of the two viscosities is (6.69/4.40) or 1.62. Ck>nnect this value 





/i,Cen+i poises, 
Viscosity of Mixture of 
KOH Solh. ond K2C03Solh. % 
3.0-1 ^ 


2.5- 

^^2.0 - 
i .8 “ 

1.6 -i 

1.4 -i 
1.2 

1.0 -E 
Q9-E 
0.8 

07-^ 


o 

uo 

X 

O'" 

o 

o 

:> 


0 

c 


criO 

-2.5 

■ 2.0 

-L8 

-16 

E-1.4 

“ 1.2 

“ 1.0 

-0.9 

t-Q8 


^0.7 

Fio. 174. — ^Visoosities of mixed potassium hydroxide and potassium carbonate solutions. 


on the scale at the left with 40 per cent on the y scale, and note the inter- 
section with the A axis. Connect this latter point with 4.40 on the m 
scale, and read the desired value as 5.20 on the n scale. 

Mixtures of Potassium Hydioidde and Potassium Carbonate Solu- 
tions. — ^The expression 




fAA\ 
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correlates the data for mixtures of potassium hydroxide and potassium 
carbonate solutions at the same concentration. In this case, n is defined 
as 0.791 y between y = 0 and y = 0.S6 and as (1.2666y — 0.2556) 
between y == 0.55 and y = 1.00, although no cognizance need be taken 
of the varying definition of n in using Fig. 174, designed to solve the 
equation rapidly and accurately. 

Table XLVII indicates the nature of the agreement between the 
empirical expression and the original data for total normalities of 0.5 
to 8 lEq. (44)]. 


Table XLVII 


y 

Average deviation in viscosity, per cent 

20‘’C. 

30‘*C. 

40'C. 

0.277 

0.2 

0 8 

0.3 

0.537 

-0.8 


-0.8 

0.759 

-0.8 

-0.2 

-0.5 


The use of Fig. 174 is illustrated by the following example: A solution 
of potassium hydroxide with a viscosity of 1.850 centipoises is mixed 
with a solution of potassium carbonate having a viscosity of 2.553 
centipoises. The solutions have the same concentration, and the mixture 
contains 40 per cent potassium hydroxide solution by volume and 60 per 
cent potassium carbonate solution. What is the viscosity of the mixture? 
The ratio of the viscosities M 2 /M 1 is (2.553/1:850), or J. 380. Following 
the key, connect 1.380 on the scale at the left with 60 per cent on the 
y scale, and note the intersection with the A axis. Connect this point 
with 1.850 on the mi scale, and read the desired value on the m scale, as 
2.17 centipoises. 

VISCOSITY NOMOGRAPH FOR SALT SOLUTIONS^ 

In designing chemical-engineering equipment where the fiow of salt 
solutions has to be considered, it is frequently necessary to estimate 
viscosities at various concentrations. Figure 175 facilitates such esti- 
mation in the case of aqueous solutions of 40 industrially important salts 
and 4 common acids and is based on data given by Perry. ^ This origi- 
nated with Reyher’ and with Wagner.^ As tabulated in the literature, 
the data cover concentrations of i, i, and 1 normal, while the chart 

^ Chem. A Mel. Eng., 48 , 485 (1936). 

* J^RBT, John H., ** (chemical Engineers’ Handbook,” 2d ed., p. 670, McGraw-Hill 
.Book Company, Inc., New York, 1934. 

* Rkthbb, R., Z. phyeik. Chem.^ 3, 749 (1888). 

^ Waonbb, J., Z. phyeik. Chm.^ 8 , 31 (1800). 
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embraces all normalities between 0.1 and 1. At the same time, it 
retains a conveniently compact form. 

The mechanism of the chart is predicated upon Arrhenius’s 
relationship^ 


where /i is the specific viscosity (referred to water at the same tempera- 


Key Number 


32-1 


25 H 


22 


24~1 


l7-f 

il 

iL 

7-t 


5^ 


-23 

-16 

M4 

FI 


-20 


FI 


H25O4 

HCl 


HCIO 3 
I HNO 3 


Specific 

Viscosity 



Fig. 175. — Viscosities of salt solutions between 0.1 and 1 iV. 


ture) of a solution of normality n, and mi ^ the specific viscosity of a 
normal solution. 

For ready reference and to avoid overcrowding of the chart, one of 
the parallel axes bears a scale of key numbers each corresponding to one 

^ ABBBBNXxrs, S. A., Z. phyaik, C^em., 1, 285 (1887), 
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or more salts. The key numbers may be identified by means of Table 
XLVIIL 

In using the chart, find the key number from the table and connect 
the point so numbered on the axis at the left with the normality of the 
solution, producing the line to meet the specific-viscosity scale in the 
desired value. Thus, to find the specific viscosity of a 0.6 N aqueous 
solution of copper sulphate at 25°C., connect 28 (key number) on the 
key number scale with 0.5 on the normality scale and produce the line to 
meet the specific-viscosity scale in the value 1.165. 


TabijB XLVIII. — ^Kbt Numbers Identifying Points on Specific-viscosity Chart 



Chloride 

Nitrate 

Sulfate 

Chromate 

Aluminum 



32 


Barium 

12 

5 



Cadmium 

13 

17 

26 


Calcium 

16 

11 



Cobalt 

23 

17 

27 


Copper 

23 

19 

28 


Lead 





lithium 

15 


25 


Magnesium 

22 


31 


Manganese 

24 


30 


Nickel 

23 


29 


Potassium 

2 


8 • 

9 

Silver 





Sodium * 

6 




Strontium 

14 

10 

- 


Zinc 

21 

17 

31 



* Sodium bromide and chlorate, reepeotively, 4 and 5. 


SPECIFIC GRAVITY AND VISCOSITY OF SODIUM CARBONATE SOLUTIONS^ 

Roberts and Mangold^ have presented excellent data covering the 
specific gravities and viscosities of sodium carbonate solutions over the 
temperature range 22.5 to OS^C. and the concentration range 1 to 6 
normal. The data appear in tabular form and as specific gravity- 
normality isotherms for 22.5, 40, 50, 60, 70, 75, 85, and 98^0., and as 
viscosity-normality isotherms for 22.5, 50, 75, and OS^C. 

In view of the industrial importance of sodium carbonate and the 
desirability of readily usable specific-gravity and viscosity data in 
connection with equipment design, it has appeared worth while to 
correlate the data by means of empirical equations and to construct 
nomograpUc charts based upon these relationships. Such charts enable 

> Chem. & Mel. Eng., 47, 690 (1040). 

* Robbbtb, L. D., and G. B. Mangold, Ind. Eng. Chem., 81, 1293 (1030). 
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Specific 



Fio. ITO.’HSpecifio gravity-lemperature-conoentration relationships for sodium carbonate 

solutions. 
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rapid and reliable interpolation and greatly extend the utility of the 
ori^nal data. 

Specific-Gravity-Temperature-Concentration Relationships. — ^Above 
SO^C., the specific gravity S and the centigrade temperature t are related 
by the expression 


S = ot -i- h, 

while below 50°C., the relationship is given by 

- A , 214.8 \ , , 

* “ “ V + (20 - OV 

where a and b depend upon the normality as shown by Table XLIX. 

The broken line in Fig. 176 indicates that a sodium carbonate solu- 
tion having a specific gravity of 1.160 at 33.5°C. has a concentration of 
3.54 N and that a solution having the same specific gravity at 67®C. 
would test 4.01 normal. Table L illustrates the nature of the agree- 
ment between experimental values of the normality N and values read 
from Pig. 176, the average deviation being slightly under 0.4 per cent. 

Viscosity-Temperature-Concentration Relationships. — Correlation of 
the viscosity in centipoises, with normality N may be effected by the 
expression 


log sin 10/Lt = aN + b 


Table XLJX 


Normality 

Above 60®C. 

Below 60®C. 

a X 10* 

b 

a X 10« 

h 

0 

-663 

1.0168 

-399 

1.0087 

1 

-600 

1.0680 

-434 

1.0600, 

2 

-629 

1.1164 

-639 

1.1109 

8 

-663 

1.1612 

-670 

1.1670 

4 

-633 

1.2020 

-672 

1.2040 

6 

-722 

1.2481 

—634 

1.2427 ’ 

6 

-736 

1.2864 

-626 

1.2760 


where 10 fiia considered to be degrees circular measure and w^ere a and 
b are defined by the equations 

a « 0.16087 - 0.00063430< - 

0.1069 


b ^ -0.66694 0.0063237^ 
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Fio« 177. — ^Viscosity'-temperature-concentration relationships for sodium carbonate 

solutions. 


NormoHfy of Na 2 CO 3 Solution 
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The broken line in Fig. 177 indicates that the viscosity of a 3.30 N 
solution of sodium carbonate is 1.40 centipoises at 50°C. Table LI 
lists observed and calculated values of the viscosity and thmr percentage 
deviations, the average discrepancy being about 0.5 per cent. 


Table LI 


t, •c. 

22.5 

50 

N 

Viscosity, centipoises 

Percentage 

Viscosity, centipoises 

Percentage 

Obs. 


deviation 

Obs. 

Chart 

deviation 

1 

1.201 

1.180 

-1.7 

0.756 

0.750 


2 

1.564 

1.573 


0.976 

0.980 


3 

2.116 

2.110 


1.283 

1.285 


4 

2.863 

2.845 

-0.6 

1.678 

1.690 


5 

3.980 

3.920 

-1.5 

2.246 

2.245 


6 

5.650 

5.690 

0.7 

2.994 

2.981 



u ®C. 

75 

98 

N 

Viscosity, centipoises 

Percentage 

Viscosity, centipoises 

Percentage 

Obs. 


deviation 

Obs. 

Chart 

deviation 

1 

0.468 

0.465 

-0.6 

0.347 



2 

0.584 

0.589 

0.9 

0.428 

mmm 


3 

0.746 

0.746 

0.0 

0.530 



4 

0.950 

0.945 

-0.5 

0.647 

0.646 

WBM 

5 

1.198 

1.200 

0.2 

0.794 

0.793 


6 

1.521 

1.524 

0.2 

0.960 

0.967 

■9 


NOMOGRAPH FOR CALpULATING VISCOSITY OF ROSINS^ 


Using the data of Peterson and Pragoff* on the viscosity-temperature 
relationships of rosins, Nash* has shown that the viscosity of many rosins 
may be approximated, for any desired elevated temperature, from the 
melting point through use of the formula 


logij = 


6.05<„ - 64 
t - 20 


-3.60 


where n is the viscosity, in poises, at a temperature of when the 
melting point, by the thermometer drop method, is fm°C. 


^CkemiH-Analytt, SS (4), 11 (1933). 

> Pbtkbson, J. M., and E. PBA.aoFF, Jr., Ind. Eng. Chem., 34 , 173 (1932). 
* Nash, H. E., Ind. Eng. Ch»m., 84 177 (1932). 
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In order to extend this useful equation to many who might not other- 
wise be able to solve it and to provide a rapid and accurate means of 
solution in any case, Fig. 178, has been prepared. Its use is illustrated 


t.“C. 

Temperotfure 



Fio. 178. — ^Viscosities of rosins when the temperatures and melting points are known. 

as folloira: At 160°C., what is the viscosity of a certain limed rosin which 
shows a melting point of 114°C.7 Connect 114 on' the tm scalo with 160 
on the tjacale, and read the desired value as 11 poises on the n scale. 





CHAPTER XIX 

MISCELLANEOUS NOMOGRAPHS 


ALIQUOT PORTION NOMOORAPH> 


The anal 3 rtical chemist frequently encounters procedures that read 
somewhat as follows: “Pipet v' ml. of a stock solujtion containing C g. 
of solute per liter into a P-ml. volumetric flask. Dilute to the mark with 
water, mix thoroughly, and pipet out v ml. for each determination.” 
In other instances, he may desire to introduce a certain weight W {W 
being quite a small amount) of a solute into a determination from a con- 
centrated stock solution and is confronted with the choice of pipets and 
flasks. 

Under such conditions, the weight in grams, W, of solute finally 
delivered may be found by solving the equation 


W = 


vCv' 

1,0007 


which is most readily accomplished by means of a nomograph. 

Such an alignment chart (Fig. 179) is illustrated here and is con- 
structed quite simply. Use is made of the auxiliary equations 


so that 



and 


B = vA 


W = 


v'B 

1 , 000 ’ 


By choosing a modulus of 12.5 cm. for the V, v, and v' axes, it is possible 
to use a modulus of 25 cm. for the A, B, C, and W axes. The smaller 
modulus is sufficient for the V, v, and v' axes which are scaled in very 
few values, leaving the larger modulus for the more closely graduated 
C and W scales. Although this arrangement requires seven axes, it is to 
be preferred to another design requiring but five axes, two of which must 
serve a double purpose since such a plan would necessitate much smaller 
moduli with attendant loss of accuracy. For laboratory use, it is sug- 
gested that adjacent axes be spaced at intervals of 5 cm., making the 
chart measure about 28 by 34 cm. 

The use of fig. 179 is illustrated as follows: What weight of solute 
js delivered when SO ml. of a solution containing 20 g. of solute per liter 

i Chemitt-Anahyri, 27 (2), 35 (1038). 
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is diluted to 500 idI. and 25 ml. are pipetted out? Following the key, 
connect 20 on the C scale with 500 on the V scale, and produce the broken 
line to meet the A axis. From this point, draw a line to 25 on the t; 
scale, and produce the broken line to meet the B axis. From this point. 


C A B v' W 



Fia. 179. — Aliquot portion nomograph. 


draw a line to 50 on the v' axis, and produce the broken line to meet the 
W scale in the desired value, 0.05 g. 

Both C and W, of course, may represent the concentration and weight, 
respectively, of a certain anion or cathion, as Cu++ or SO 4 — , in place of 
the total concentration of solute, CUSO 4 . 

* 

BOILING POINT-MOLECULAR WEIGHT CHART FOR HIGHER 
HYDROCARBONS^ 

Studies of the molecular weights and boiling points (at 1 mm. mer- 
cury) of a number of higher hydrocarbon oils by Mair and Willingham 

^Ind. Eng. Chem., 32, 1143 (1940). 
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and by Lucy* resulted in the expressions 

T = lll;3n»«»» 


■(£>" 


where T * uncorrected distilling temp, at 1 mm. mercury, ®K. 

n = number of carbon atoms per molecule. 

M = molecular weight. 

From them may be derived a third equation re- - ^ 
lating the number of carbon atoms and the molecular 15 ^ 

weight: - 

M = 13.91n. * t&-25 

All three expressions can be solved readily by 
Fig. 180, in which horizontal lines cut the three A j 
scales in consistent values. Thus, reading from right ^ 22 - ^ 
to left, a higher hydrocarbon exhibiting a boiling s .1^ 
point of 231®C. under a pressure of 1 mm. mercury t 24 - 
would have an approximate molecular weight of 432 w - 
and contain 31 carbon atoms per molecule. I 26 - .s 

NOMOGRAPH FOR HANDLING CONCBNTRATION c ~ | 

CONVERSIONS* i ~ ^ „ 

I. .-40 

Solubilities and many other data involving the 
concentration of solutions, whether aqueous or other- z - 
wise, are reported in a wide variety of units, c 32 - 
Usually these are grams per liter of solution, grams - 
per 1,000 g. of solvent, grams per 1,000 g. of solu- 54 
tion, or perc^tages. The need for a rapid and con- - 
venient method of converting from one basis to 36-50 
another is met by Fig. 181, which is based on the “ 
following relationships: 58 - 

o h000<r 1,000/S 551 

« - O' ' - moots " „ 

, . fa _ 

1,000 + S drocarbon 

1,000s numbers 

” TTvvTi ; 

1,UUU0 — 8 weights ai 


40 ^290 

Fig. 180. — Boiling 
points of higher hy- 
drocarbons when the 
numbers of carbon 
atoms or molecular 
weights are known. 


where S » concentration, g. per 1,000 g. solvent. 

9 <= concentration, g. per 1,000 g. solution. 

8 » concentration, g. per liter solution. 

S a specific gravity of the solution. 

* Maib, B. J., and C. B. Wilunorai^, Jnd. Eng. Chgm., 28, 1457 (1930) ; F. A.Lvcr, 
ibid., 80, 960 (1988). 

* ChmiH-Analv»t, 28 (2), 7 (1984). 
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The chart also enables conversion between Baum6 (JS) and specific- 
gravity values according to the equations 

$ =s . p where 3 > 1 

14o — IS 


and 


140 

130 + 5 


where 6 < 1 


and performs the calculations 


indicated by s = 


146a 
145 - B 


for solutions 


heavier than water and by s 


140a 
130 + B 


for solutions lighter than water. 


Direct conversion may be made between S and a, using the double 
scale at the right, and between B and 3, using the double scale at the 
left. Note that at 3 = 1, B = 0°B4. on the scale for solutions heavier 
than water and that B = 10®B4. on the scale for solutions lighter than 
water. 

The use of Fig. 181 may be illustrated as follows: A solution has a 
concentration of 26 per cent and a Baum^ value of 24®. What is the 
concentration in grams per 1,000 g. of solution, grams per 1,000 g. of 
solvent, and in grams per liter of solution? What is the specific gravity 
of the solution? Twenty-six per cent, or 26 g. per 100 g. of solution, is 
the same as a == 260 g. per 1,000 g. of solution. Opposite a = 260, read 
S = 361 g. per 1,000 g. of solvent. Connect 260 on the a axis with 24 
on the B scale, and read 8 as 312 g./l. on the a scale. Opposite 24 on the 
, B scale, read 3 as 1.20. 


DESIGN CHART TO CALCULATE FLASH POINT OF LUBRICANT* OF KNOWN 

COMPONENTS! 

Figure 182 enables convenient calculation of the flash point of a mix- 
ture of lubricating oils, when the composition of the mixture and the 
flash points of the components are known, and is based on an equation 
ipven by Thiele,® 


= -100 log [x(10-® ®^) + a:'(10-o o^)l 


where Fm is the flash point of a mixture of two oils, A and B, in degrees 
Fahrenheit; F and F' are the flash points of oils A and B, respectively; 
and X and x' are the respective fractions, by volume, of A and B present 
in the blend. 

m 

^OnOaa.J., 81,38(1032). 

sThiblb, £. W., Ind. Eng, Chem., 19, 259 (1927). 
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m 


The use of Fig. 182 in the case of a two-component mixture is illus- 
trated as follows: A lubricating oil consists of 40 per cent oil A having a 
flash point of 250®F. and 60 per cent oil B having a flash point of 350°F. 
What is the flash point of the mixture? Connect 40 on the x scale with 


Concentration 



• Fig. 181. — Concentration conversions. 

250 on the F scale, and produce the line to the x' axis. Connect 60 on 
the x' scale with 350 on the F' scale, aqd produce the line to the x axis. 
Coimect the points so determined, and note the intersection of the con- 
necting line with the Fm scale at the desired value, 284°F. 

The flash point of a mixture of three oils can be calculated in a 8imi]||,r 
manner by finding first the flash point of the oil resulting from a mixture 
of any two components and then calculating the flash point of the oil 
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resulting from combination of the mixture with the third oil. As an 
illustration of such a case, consider Table LIT. 



Fig. 182. — EBtimation of the flash poiiit of a mixture of oils from the flash points and 
percentages of the components. 


The flash p<wt of the blend of A and B is 284TF. since the percentages 
30 and 46 we in the ratio of 40:60 as in the previous example. The 
problem then becomes that of calculating the flash point of a blePd of 

If 
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76 per cent of an oil having a flash point of 284®F. with 26 per cent of an 
oil having a flash point of 400°F. This will be found to be 296®F. 


Table LI I 


Oil 

Percentage 

Flash point 

A 

30 

250 

B 

45 

350 

C 

25 

400 


NOMOGRAPHIC CHARTS FOR VOLUME RELATIONS OF GASES AT HIGH 

PRESSURES^ 

With the advent of high-pressure processes, attention has focused on 
the failure of the ideal gas laws to serve the purposes of the engineer in 
an adequate manner, as delineated so clearly by the 1936 Perkin Medal- 
list, Prof. Lewis.* For instance, the use of the perfect gas laws in cal- 
culating the volumes of hydrogen, nitrogen, and carbon monoxide when 
compressed at 0°C. from atmospheric pressure to 800 atm. results in 
values which are, respectively, 36, 44, and 45 per cent too low, the dis- 
crepancies growing with increasing pressure. 

Compressibility Factors Determined. — The ideal gas laws can be cor- 
rected through the use of experimentally determined compressibility 
factors which depend upon temperature and pressure and are found to 
vary from gas to gas. 

These compressibility factors have been reported by the Fixed 
Nitrogen Research Laboratory, U. S. Department of Agriculture, and 
cover the industrially important carbon monoxide, hydrogen, nitrogen, 
and a 3: 1 (by volume) mixture of hydrogen and nitrogen.* 

For temperature conditions corresponding to the subscripts 1 and 2, 
the corrected gas law becomes 

= (45) 

where V and P are volumes and pressures, respectively, imd c is the 
compressibility constant for a given temperature and pressure. 

Dilley* has made the excellent compressibility data more readily 
usable through the preparation of charts for each of the four gases. In 
these, for various temperatures, the quotient of P and c, designated as 

^ Chem. A Met. Eng., U, 384 (1937). 

* Lewis, W. K., Chem. & Met. Eng., 48 , 32 (1936) ; Ind. Eng. Chem., 28 , 267 (1936). 

•Bartlett, E. P., J. Am. Chem. Soc., 49 , 1956 (1927); Bartlett, E. P., H. L. 

CUPPLES, and T. H. Tremearne, ibid., 50, 1275 (1928); Bartlett, E. P., H. C. 
Hetherinoton, H. M. Kvalnes, and T. H. Tremearne, ibid., 52 , 13^ 1374 (1930). 

• Dxlley, J. R., Chem. A Met. Eng., 88 , 280 (1931), 
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the volume relation ftustor f, is plotted against the pressure. Since 
/i = Pi/ci and /a =■ Pa/ct, Eq. (45) becomes 



Fio, 183. — ^Volume-relation factors for 3:1 mixtures (by volume) of hydrogen and nitrogen 
when the pressures and temperatures are known. 


The plots are a distinct improvement, but they still leave much to 
be desired from the standpoint of interpolation. The factor-pressure 
isotherms are nearly linear up to about 150 atm. but show considerable 
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curvature between 150 and 1,000 atm. In addition, the temperatures 
covered increase in uneven steps, as —70, —50, —25, 0, 20, 50, 100, 200, 


P, Pressure, 
Atmospheres 
t <-25* I >-25® 

100 H 
4r too 


r-570 

-560 



200 




Fia. 184. — Volume-relation factors for nitrogen when the pressures and temperatures are 

known. 


and 300^^., for hydrogen; and the scales are graduated to only 50 units 
in volume relation factor and to only 100 atm. Thus, while it is fairly 
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easy, in the case of hydrogen, to read the factor corresponding to exactly 
600 atm-, and exactly 100®C., it is difficult to interpolate / for, say, 640 
atm. and 160®C. 


0-q 



200 




800’ 


t, Temperature, De9.C. 



400 aim. only 


r550 

II5OO 

1-400 

r300 

r200 


1000-3 




Fia. 185. — Volume-relation factors for hydrogen when the pressures and temperatures are 

known. 


There is evident need for a different sort of graphical representation of 
pressiue, temperature, and volume relation factor data such that inter- 
polations can be made along closely gradiiated scales with greater 
accuracy and facility. These requirements are met by Fip. 183 to 187, 
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where, in each case, it is sufficient to connect values on the pressure and 
temperature scales with a straightedge in order to read the volume- 
relation factor with gratifying ease and accuracy. The charts are based 
^directly upon the original ^ta of the Fixed Nitrogen Research Laboratory 



Fio. 186. — ^Volume-relation factors for oarbon monoxide (bdow 400 atm.) when the 
pressures and temperatures are known. 


and have resulted from close studies of the relationships between tne 
pressures and factors at the various temperatures. 

The use of the charts is illustrated as follows: Given 100 cu. ft. of a 
3:1 mixture (by volume) of hydrogen and nitrogen at 750 atm. and 
SO’^C., what is the volume at 250 atm. and 260°C.? One reads the 
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Volume! relation factors' fi and ft corresponding to the initial and final 
conditions' and substitutes them in Eq. (46). In Fig. 183, a line con- 
necting P = 750 with < » 30 crosses the / scale at 442, the value of /i. 



Fio. 187. — ^Volume-relation factors for carbon monoxide (above 400 atm.) when the pres- 
sures and temperatures are known. 

Similiiu'ly, a line connecting P = 250 with t = 260 indicates a value of 
li4 ior /«. ' The volume under the final conditions is then 

Ft « 100(Mf)- 388 cu. ft. 

When the volume at a g^ven pressure and temperature is known, the 
charts can also be used to determine either the presstire or temperature 
required to yield a new volume. The value of fi is first found and f» 
is calculated by transposing Eq. (1) into the form, ft ^ (F \/V^f\. Then 
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01 
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the unknown pressure or temperature value is read from the chart. 
Thus, if 26 cu. ft. of nitrogen at 720 atm. and 80®C. is expanded to 
32 cu. ft. at 380 atm., what final temperature will be required? Refer- 
ence to Pig. 184 shows that the volume relation factor 
is 363 when P = 720 and t = 80. Hence == (4f)^53 
= 276. A line connecting 276 on the volume relation 
scale with 380 on the pressure scale crosses the tempera- 
ture scale at the desired value, 3 1 ®C. In using the nitrogen 
chart, note that there are two pressure scales, one for use 
at temperatures below — 26®C., the other for temperatures 
above this point. 

Two Charts Cover Carbon Monoxide. — The following 
example will serve to illustrate the use of the carbon mon- 
oxide charts (Figs. 186 and 187), the former covering pres- 
sures between 75 and 400 atm. and the latter pressures 
between 400 and 1,000 atm. If 200 cu. ft. of carbon 
monoxide at 310 atm. and 10®C. is compressed to 110 cu. 
ft. at a temperature of -•40°C., what pressure is required? 

Reference to the low-pressure chart (Fig. 186) yields a 
volume relation factor of 262.5 under the initial condi- 
tions. The final factor is given by (m) 262.5 = 477. 

Aligning / = 477 mth t = —40 on the high-pressure chart 
(Fig. 187), results in a pressure value of 762 atm. 

At atmospheric pressure, the volume-relation factors 
for all four gases are nearly identical with values obtained 
from the expression 273/(273 + 0, where t is the tem- 
perature in degrees centigrade. For convenience, they 
can be read from Fig. 188, the use of which is shown as 
follows: 2,500 cu. ft. of hydrogen at 1 atm. and 40°C. is 
put under a pressure of 550 atm. at 120°C. What is the final 
volume? Opposite 40°, the vfJue of fi is read to be 0.872 
in Fig. 188, while /2 is found to be 298 through aligning P = 

650 with t = 120 in Fig. 185. The final volume is 
2,500(0.872/298) == 7.32 cu. ft. In connection with the hy- 
drogen chart (Fig. 185), it should be mentioned that the 
dotted portion of the temperature scale between 300 and 
400°C. is restricted to use wth pressures below 400 atm., 
the highest pressure covered by the original data at 400°C. 

Calculation Shows Chart Accuracy. — ^Table LIII shows the nature 
of the agreement between volume-relation factors as read from the 
charts and those calculated directly from the data upon which the charts 
are based. With almost every combination of temperature and pressure 
values, the charts are good to well within 1 per cent. ' 


100 


200 - 


300- 


0 
*5 

QC 

2 
:> 

t-ae 


1 ^ 0.5 


>=^04 

Fiq. 188.— 
Volume-rela- 
tion factors for 
nitrogen, hy- 
drogen, their 
mixtures, and 
carbon monox- 
ide at a pres- 
sure of 1 atm. 
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Tabu LIIl. — C ai<cvlatbd VoiiXtxb Rblatiom Faotobs Cohpabbd with Chabt 

Factobs 


Gas 

Temper^ 
ature, ®C. 

Ptressure, 

atm. 

Volume relation factors 

Percentage 

deviation 

Original data 

Chart 

76% Hs — 

- 70 

100 

128 

ISO 

1.6 

35% N, 

- 60 


216 

218 

0.9 


- 25 


272 

272 

0.0 


0 

400 

310 

310 

0.0 


25 

400 

290 

290 

0.0 


50 


362 

363 

0.3 


100 


326 

325 

-0.3 


199 


334 

335 

0.3 




339 

340 

0.3 

H, 

- 70 


125 

125 

0.0 


- 50 


213 

212 

-0.5 


- 25 

300 

270 

270 

0.0 


0 

400 

312 

312 

0.0 



400 

272 

272 

0.0 


100 

1 000 

333 

334 

0.3 


199 


345 

345 

0.0 


299 


356 

355 

-0.3 


400 

400 

145 

145 

0.0 

N, 

- 70 

100 

157 

168 

7.0 


- 70 

600 

487 

487 

0.0 


- 60 

200 

255 

260 

2.0 


- 25 

300 

295 

'294 

-0.3 


0 

400 

318 

816 

-0.6 



400 

269 

270 

0.4 


100 

600 

305 


0.3 


199 

800 

302 


0.0 



1,000 

301 


-0.3 



1,000 

269 

268 

-0.4 

CX) 

- 70 

100 

163 

164 

0.6 


- 50 

200 

261 
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NOMOGRAPH FOR DETERMINATION OF MOISTURE IN HONEY* 

Chataway* has shown that the viscosity of honey, as measured by the 
falling^sphere method, bears a close relationship to the moisture content. 



Fia. 180 . — Percentage moisture in honey determined from the viscosity and temperature. 

Oppen and Schuette,* using a modified viscometer of the Gibson- 
Jacobs type,* have presented excellent data showing the effect of tem- 
perature and moisture content upon viscosity and have developed an 
empirical expression connecting these variables. Their equation is 

62,600 - 156.7r 

^ “ r(log V+ 1) - 2.287(313 - T) 

* Chmitt-Awaytt, M, 87 (1940). 

* Chatawat, H. D., Con. J. Research^ 6, 532 (1032). 

* OppaN, F. C.| and H. A. Schubttb, Jnd. Eng. Anal. Ed.^ il« 18(>-‘133 

(1239). 

^ OiBSoa, W. H., and L. M. Jacobs, /. Cham. 8oc., IIT, 473 (1020). 
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where w is the percentage moisture in the honey; T is the centigrade- 
absolute temperature; and V is the viscosity or time in seconds required 
for A 0.16-cm. (0.06-in.) steel ball to fall through 15 cm. of honey in a 
standard- wall Pyrex tube of 21.2 mm. internal diameter. 

The viscometric method for moisture determination, giving results in 
close agreement with the official drying method,^ suggests the need for a 
convenient and accurate means of solving the above equation. In Fig. 
189, designed to meet these requirements, the dashed line indicates that 
a honey showing a viscosity or time of fall of 92 sec. at 40°C. contains 
14.5 per cent moisture. 


NOMOGRAPHIC SOLUTION OF HUMIDITY CONVERSIONS* 


A need fpr a method of handling conversions between percentage rela- 
tive and percentage absolute humidities is evident and has prompted the 
development of several conversion charts, notably that of Lavine and 
Sutherland* and that of Monack.^ Both, however, are subject to two 
disadvantages: (1) in their construction they require the careful plotting 
of a number of curves which are parabolic or hyperbolic in nature and 
(2) in their use they necessitate the interpolation of values between lines 
of rapidly changing curvature. 

There is need for a conversion chart that mil be simpler to prepare 
and easier to read. A nomograph will meet these requirements satis- 
factorily since it is a familiar property of the nomographic chart that 
curves are reduced to straight lines, or to a single curve, and that all 
interpolations are made along graduated axes. It is the purpose of this 
topic to present such a nomograph and to illustrate its use. 

The equation connecting percentage absolute humidity H with per- 
centage relative humidity R is 


✓ 


H = 


B — p 
B - Bp/100 


R 


(47) 


where B is the barometric pressure and p is the vapor tension of water 
at the temperature in question. Equation (47) may be written as 


HB 

R 


Hp 

100 


B — p, 


and if £1 is made equal to HBIR so that 


R H 
B^ S 


(48) 


* Association Official Agricultural Chemistry, ** Official and Tentative Methods,'' 
4th ed., p. 462, 1935. 

* Chem. Ac Mel. Eng., 89 , 256 (1932). 

XiAViNE, I., and R. L. Sxjxheblakd, Chem. Ab Met. Eng., 86, 425 (1929). 
Mokack, a. J., Chem. At Met. Eng., 88, 718 (1931). ^ 
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the original equation becomes 




which, in turn, may be written as 


p _ B - S 
100 100 - H’ 


(49) 


Equations (48) and (49) are seen to be of the form 


fix) = 


m 


and each can be charted in the form of an N-t3q)e nomograph, a dis- 
cussion of which has been given elsewhere.^ 

Suffice it to say here that when B and p are expressed in millimeters 
of mefcury a chart of a convenient size results from the use of unit repre- 
sentations or moduli of 0.3 and 0.05 cm. for the H and S axes, respec- 
tively, in the case of both Eqs. (48) and (49), superimposing the charts 
for the individual equations and finally discarding the S axis, which is of 
interest only during construction of the chart. The diagonal R scale 
results from Eq. (48), while the diagonal t scale arises from Eq. (49) where 
the scaled values of p, the vapor pressure, are replaced by the correspond- 
ing Fahrenheit temperatures. 

Use of Fig. 190 is illustrated as follows: What is the percentage 
relative humidity of air when the percentage absolute humidity at 140®F. 
is 40? Connect 40 on the H scale with 140 on the t scale, and read the 
percentage relative humidity as 45.4 on the R scale. 

As stated by Monack, inspection of Eq. (47) shows that H is indeter- 
minate when t = 212°F. and;/? == 100, that for any value of R except 
100, H is zero at 212®F., and that when solved for /? as in 


B - (1 - ///100)p 

Eq. (48) indicates that R^ 100 for all values of H at 212®F. These 
points are all brought out%ery nicely by the nomograph: the i and R 
axes intersect at ? = 212°F. and R = 100, so there is nothing to give 
direction to air index line when t and R have these values, making H 
indeterminate. For any value of R except 100, the R axis becomes the 
index line when t *= 212®F., making = 0. Further, all indices drawn 

^ Davis, D, S., Empirical Equations and Nomography,” p, 122, McGraw-Hill 
Book Company, Inc., New York, 1943. 
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from any point on the H scale to the point t 212 intersect the R axis 
only in the point R » 100. 



Fio. 100. — Interoonvmion: peroentageR of relative and absolute humidity. 


STBAM-IBAK NOMOGRAPH^ 

In connection with heat and material l^||ances, chemical engineers 
have frequent occasion to estimate the extent of steam losses due to 
leakage to the atmoephere from both hi{^- and low-pressure lines. It 
is the purpose of this toi^c (1) to present a convenient alignment chart 
that enables rapid calculation of the rates of steam losses to the atmos- 
phere and (2) to show how the weU-known Nainer and Ranldne steam- 
flow equations can be rearranged to deal with gage pressures in place of 

> Paptr Ind., IT, 671 (1086). 
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absolute pressures. The use of gage pressures results in considerable 
simplification in the case of the Rankine expression when applied to 
flow to the atmosphere. 

The use of Fig. 191 may be illustrated as follows: Assuming orifice 
flow, how much steam will be lost in 1 min. through an aperture having 
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Fio. 191. — Steam loss estimated from pressure and orifice area. 


an area of 0.046 sq. in. when the pressure of -the steam is 100 Ib./sq. in. 
gage? Connect 0.046 onHhe A scale (center) with 100 on the P scale 
at the left, and read the rate of leakage on the W scale in the left half 
of the chart as 4.6 Ib./min. * 

Exhaust steam at a gage pressure of 5 Ib./sq. in. is leaking aroimd a 
trom fitting. What will be the rate of loss of steam if the area of the 
opening is 0.06 sq. in.? As indicated by the broken line in the right 
half of the chart, connect 0.06 on the A scale with 6 on the P scale at 
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the right, and read the desired value on the W scale in the right half of 
the chart as 0.90 lb. of steam per minute. 

The nomograph is based upon the Napier and Rankine formulas for 
the flow of steam and takes proper cognizance of the ranges of appli- 
cability of each. The left half of the chart has its origin in Napier’s 
equation which may be written as 

TT - fil(P + 14.7) 

\fhere W = rate of flow of steam, Ib./min. 

A = area of the orifice, sq. in. 

P =s gage pressure, Ib./sq. in. 

This expression is applicable for orifice flow whenever the upstream 
absolute pressure is equal to or greater than five-thirds the downstream 
absolute pressure, or in the case of flow of steam to the atmosphere, when 
the absolute pressure in the line is equal to or greater than f X 14.7, or 
24.5 Ib./sq. in., or about 10 Ib./sq. in., gauge. 

The right half of -the chart is predicated upon Rankine’s equation 

W = 1.74ri \/P*(Pi - Pi) 

where Pi and P* are the upstream and downstream absolute pressures, 
respectively, in pounds per square inch, and W and A have the same 
significances as before. In the case of leakage to the atmosphere, 

P» = 14.7, 

and substituting this value in the Rankine expression we have 
I W = 6.67il \/Pi - 14.7. 

Now, Pi — 14.7 is equal to the gage pressure P of the steam so thqt 

W = 6.67ri VP, 

which is a simplified Rankine expression specific for flow of steam to the 
atmosphere. 

ROMOORAPH FOR THE ANGLES OF LIQUID LENSES* 

In some instAnces when-a drop of a liquid b is placed on the surface of 
a substrate liquid a and the two liquids exhibit low mutual solubility, 
a sin^e liquid lens or a number of liquid lenses may form. Miller^ inves- 
tigated the tension mechanisms responsible for lens phenomena and 
devised a new method for measuring the angles of such lenses. He cal- 
culated the total volume of the lens from its weight and density and di9* 

* Ind. Eng. Chem., S4, 442 (1942). 

* Milubb, N. F., J. Phyt. Chem., 4S, 1025 (1041). 
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tributed the volume between the upper and lower portions, assumed to 
be spherical segments, according to the relation 


Va _ S2S 

Va+Vfi- S,' + /S23 


(50) 


where Vp =* volumes of upper and lower segments of lens, respec- 
tively, cc. 

82s = interfacial tension between liquids a and 6. 

82^ = surface tension of liquid b saturated with liquid a. 
Miller measured the width of lens w, in centimeters, and computed 
angle a, in degrees, from the equation 


sin a(2 + cos a) _ 24 Ta 
^ (1 -f cos a)^ ”” irw^ 


(51) 


derived from the geometry of the sphere, using a similar equation for 
and Vfi. The density of liquid b should be only a little greater than 
that of liquid a, and the total lens angle a + p should not be much 
larger than 45 deg. 

The nomograph (Fig. 192) was constructed to provide a rapid and 
accurate means of solving Eq. (51) which does not yield a explicitly. 
For convenience in graphing, volumes Va given in the chart are expressed 
in thousandths of a cubic centimeter. A straight line connecting values 
of w and Va can be produced to intersect the a scale in the value required 
by the equation. There are two scales for one for a > 10° and one 
for a < 10°. 

The use of the chart is illustrated as follows: For isoamyl phthalate, 
with water as the substrate liquid, the total volume of a liquid lens 0.46 
cm. wide is 0.00460 cc., distributed so that Va = 1.97 and Vp = 2.63 
as required by values of 523 and 82' of 23.5 and 31.3 dynes/cm., respec- 
tively. The lower index line connecting w = 0.46 with Va = 1.97 is 
produced to the a axis where’ a is read as 11.7°. The index line for 
w = 0.46 and Vp = 2.63 is not shown but would result in a value of P 
of 15.6°. The total lens angle of 11.7° + 15.6°, or 27.3°, can be compared 
with the approximate value obtained by aligning w = 0.46 with 4.6 on 
the volume scale, resulting in 26.5°. The left-hand Va scale and the 
left side of the a axis are used throughout. 

Similarly, for carbon tetrachloride and water, the total volume of a 
liquid lens 0.60 cm. in width is 0.00466 cc. ; the volumes of the upper and 
lower segments are 0.00290 and 0.00176 cc., respectively, corresponding 
to tension values of 822 = 43.7 and 82 == 26.5 dynes/cm. The upper 
index line connecting w = 0.60 with = 2.90 is produced to the a axis 
where a is read as 7.8°. The index line for p is not shown, but alignment 
of to » 0.60 with Vp = 1.76 results in jS = 4.8°. The total lens angle is 
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7.8® + 4.8®, or 12.6®. The right-hand F« and a scales are used throtigh- 
out. The approximate value of the total angle, which is foimd by aligning 
w —0.60 with the total volume of the lens, 0.00466 cc., proves to be 12.4®, 
in excellent agreement with the sum of a and /3 since the latter are so 
small. 


NOMOGRAPH FOR CALORIMETRIC DETERMINATION OF LIME^ 

The alignment chart (Fig. 193) is for use in connection with a calori- 
metric method, said to be reliable within 0.5 per cent, for the determina- 
tion of lime in cement, concrete, and mortar as described by Bessey.* 



Two samples of the crushed material are weighed out. One is 
ignited at a temperature of 360°C. and the other at 550®C. Elach is 
hydrated in a suitable calorimeter, and the heat evolved in each case 

* Chemiti-Antdyat, 80 (6), 10 (1081). 

* Busiit, Q. E., Dtpt. Set. Ind. Reiearek, London, Tech. Paper 0; see also Rock 
ProdueU, 88 (85), 61 (1030). 
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is measured. The percentage of CaO may then be calculated by means 
' of the chart which is built on the equation 



where L is the percentage of CaO; Qi and Q 2 are quantities of heat, in 
gram-calories, evolved from samples ignited at 350^ and 550^C., respec- 
tively; Wi and W 2 are sample weights, in grams, for the 360 and 550®C. 
ignitions, respectively; 273 is the heat of hydration of CaO, calories per 
gram; / is a correction factor for incomplete decomposition of CaCOs 
and carbonization of the sample, about 1.075; A: is a correction factor 
for combination of lime with other materials during ignition. For 
Portland cement, k = 1.04. 

Substituting, the above equation becomes 

L = 0 409 

The use of the chart (Fig. 193) is illustrated as follows. The heat of 
hydration of 15.0 g. of Portland cement which has been ignited at 550®C. 
is 2,500 g.-cal., while that for 17.0 g. ignited at 350°C. is 1,600 g.-cal. 
What is the lime content? Connect 2,500 on the Q 2 scale with 15.0 on 
the W 2 scale, and produce the line to the Qi scale, calling the intersection 
A, Connect 1,600 on the Qi scale with 17.0 on the Wi scale, and produce 
the line to the Q 2 scale, calling this intersection B, A line between A 
and B will cut the L scale in the desired value, 29.7 per cent. 

NOMOGRAPHIC CHART FOR NONTANNIN DETERMINATION^ 

The alignment chart (Fig. 194) is for the purpose of calculating non- 
tannin content of commercial tanning extracts and is intended for use in 
connection with the official analytical procedure* of the American Leather 
Chemists’ Association. 

About 17 g. of the tanning extract is dissolved in 1 I. of water, and 
200 cc. of this solution is shaken with 46.3 g. of wet chrome-treated and 
washed hide powder after which the liquor is filtered and 100 cc. of the 
filtered liquor is evaporated to dryness. 

The percentage nontannins, R is given by the equation 

B = 1,000(1 + 0.002315Tr) 

where N » grams nontannins per 100 cc. filtered liquor. 

8 s grams tanning extract sample. 

W s percentage moisture in the wet hide powder. 

* Chemitt-Analyst, 18 (4), 8 (1929). 

* /. Am. Leather Chemit^ Aaeo^,, (May, 1930), p. 48. 
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The use of the chart is illustrated as follows: 100 cc. of the filtered 
liquor yielded 0.420 g. nontannins when the hide powder contained 
76.0 per cent moisture and the weight of tanning extract was 17.8 g. 
To find the percentage nontannins, follow the key and connect 17.8 on 
the S scale with 0.420 on the N scale, and from the intersection with the 



Fio. 194. — Calculation of nontannins where the official analytical procedure of the American 
Leather Chemists’ Association is used.^ 


a axis draw a line to 75.0 on the W scale. This latter line crosses the R 
scale at 27.7 which is the percentage nontannins. The tannin content is 
100 — 27.7, or 72.3 per cent. 

NOMOGRAPH FOR CALCULATING CRITICAL TEMPERATURES OF 
PETROLEUM OILS^ 

Eaton and Porter^ have proposed the following empirical relationship 
between the critical temperature of a petroleum oil, in degrees Fahr- 
enheit; and a, a function of the 60 per cent boiling point and of the 
specific gravity of the oil: 

tc = 180 + 1.76a - O.OOOSSa* (62) 

a = (fc + 100)S • (63) 

where h « 50 per cent boiling point (A.S.T.M. distillation). 

S * specific gravity at 60®F, 

^ Chemist-Analystf 26 , 55 (1936). 

* Eaton, Q. L., and C. A. Porter, Ind, Eng, Chem,^ 24 , 819 (1932). 
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Inasmuch as the equations have been shown to hold for many pure 
paraffins, olefins, naphthenes, and aromatics as well aA for a wide variety 
of petroleums it appears that a rapid and accurate method of solution is 
desirable. A plot of vs. a obviates algebraic solution of Eq. (52) but 
requires outside solution of Eq. (53), while a plot of U vs. h for various 
values of S reqvures interpolation between curves. 



Fio. 195. — Critical temperatures of petroleum oils from the 50 per cent boiling point and 

the specific gravity. 

The equations can be solved most conveniently by means of Fig. 195, 
the use of which involves no algebnuc solutions or interpolatioivs except 
along closdy graduated scales. Thus, to find the critical temperature of 
normal octane, connect its boiling point 256°F. on the h scale with its 
specific gravity 0.706 on the 8 scale and read the critical temperatine as 
664*T. on the scale. 

The chart is essentially of the familiar logarithmic type: the left 
ixis is logarithmic in A + 100 but the scale is marked in values of 
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Tempcra+ure 
Deg.C Peg.F. 



Cri^'ical 
Ternpera+urc 
DegX. Deg.F. 



Fio. 106. — Reduced temperaturee from the temperatures and critioa) temperaturee. 
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the right axis is logarithmic in S and is marked in values of S, while the 
central axis is logarithmic in a but is marked in values of te. 

NOMOGRAPH FOR CALCULATING REDUCED TEMPERATURES> 

■ Reduced temperature, the ratio of the absolute temperature of a sub- 
stance to its absolute critical temperature, has sufficient thermodynamic 
application to warrant the construction and use of a nomograph for its 
calculation. Figure 196 covers temperatures, critical and otherwise, in 
centigrade and Fahrenheit units and indicates the critical temperatures 
for 18 pure gases and air. 

The index line shows that the value of the reduced temperature for 
hexane at 68°C. is 0;67. 

NOMOGRAPH FOR SURFACE TENSION OF ETHYL ALCOHOL- 
WATER MIXTURES’ 

Bonnell, Byman, and Keyes* presented excellent data covering the 
surface tension of ethyl alcohol-water mixtures. The solutions studied 
had concentrations of 2.33, 5.94, 15.93, 29.67, 43.64, 61.10, 75.68, and 
92.72 per cent etliyl alcohol by weight, while the temperatures were at 
uneven intervals between 20°C. and the atmospheric boiling points. 

In view of the importance of the data, it seems worth while to provide 
a convenient and accurate means of interpolation. Surface tension y 
can be plotted linearly with temperature t according to the expression 

y = a + U 

where a and b are specific for each concentration. A close study of the 
variation of a and b with concentration, using the Lagrange interpola- 
tion formula^ where necessary, enables construction of a line-coordi- 
nate chart (Fig. 197). 

The chart permits ready percentage and temperature interpolation, 
a stnught line cutting the three axes in values consistent with the ori(pnai 
data. As an illustration, a solution containing 10 per cent ethyl alcohol 
by weight has a surface tension of 44.0 d 3 me 8 /cm. at 59°C. 

Surface tension data for pure water are from the “International 
Critical Tables.”* 

^Ind. Eng, Chem., 84, 1174 (1942). 

•Ind. End. Chem., 88, 1587 (1940). 

* B 0 NMXI.L, W. 8., L. Btman, and D. B. Kbtxss, Ind. Eng. Chem., 88, 532 (1940). 

* Chem. A Met. Eng., 40, 383 (1938). 

* “International Critical Tables,” Vol. IV, p. 447, McGraw-Hill Book Company, 
Ine., New Ycark, 1928. 
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* ROVING-TWIST NOMOGRAPH^ 

The alignment chart (Fig. 198) enables rapid and accurate solution of 
Bissonette’s equation^ 



Fio. 197. — Surface tenaion of aqueous ethyl alcohol when the analysis and temperature 

are known.* 

where N — the number of turns per inch. 

H B hank roving. 

L =* average length of staple, in. 

* The MeUiand TexHU MotUhly, 8, 1677 (1931). 

*Ibid., a (10), 1024 (1031). 



304 


CHEMICAL ENGINEERING NOMOGRAPHS 


The broken line indicates that three turns per inch corresponds to a 
hank roving of six and a staple length of H kr. 



Fio. 198. — Number of tume when the hank roving and staple length are known, for weaving 

textiles. 


NOMOGRAPHIC SOLUTION OF SLUDGE WASHING^ 

Methods of essentially a decantation nature are frequently employed 
both in the plant and in the laboratory for the washing of sludges and 
precipitates. In either case, efficient control involves a somewhat 
troublesome calculation wiuch can be best performed by means of the 
alignment chart (Fig. 199), based upon the following considerations. 

Let Co = the concentration of the original supernatant liquor, 
r » the percentage of the total volume which is decanted 
each time. 

Then 100 — r the percentage of the total volume remaining each time. 
Cl, the concentration after the first washing, is evidently equal to 

Co and Co, the concentration after the second washing 

* Chem. A Mel. Eng., 40, 94 (1938). 
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•to the A a»8. Connect the latter intersection with 85 on the r scale 
and note that the latter index line crosses the n scale between values of 
3 and 4, indicating the need for four wakings. 

Example 2 . — A sludge is washed five times with volumes of water 
equal to 70 per cent of the volume of the original liquor and sludge. If 
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the initial concentration of dissolved matter was 62 g./l., what ‘will be 
the concentration in the final wash water? Connect 70 on the r scale 
with 5 on the n scale, and continue the line to the A axis. Connect this 
latter intersection with 62 on the Co scale, and read the desired value as 
0.15 g./l. on the €» scale. The index lines for Example 2 are not shown 
on the chart. 
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OCTANE NUMBER NOMOGRAPHS' 

As shown previously, the octane number of gasoline can be calculated 
from the A.P.I. gravity and the 10 and 90 per cent points of the A.S.T.M. 
distillation. Plots of the octane number against fimctions of these 
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variables have been presented. The relationships in question, for the 
second method of calculation^ are 

N « 1698.7 - 126.11 (3.5 log degrees A.P.I. + 2 log ho + 1.3 log ^»o) 
for gasolines with octane numbers between 16 apd 62, and 

N = 1020.7 - 64.86 (4 log degrees A.P.I. + 2 log ho + 1.3 log tw) 

* Coac, R. B., and D. S. Davis, Petroleum Refiner^ 88, 860 (1943). 

• Cox, R. B., Refiner and Natural Oaeoline Manufaeturery 19, 31 (1940). 
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for gasolines with octane numbers that are between 62 and 90, where 
N * C.F.R.M. octane number, degrees A.P.L = gravity corrected to 
60°F., A.P.I. scale; and fio and Uo = 10 and 90 per cent points, respec- 
tively, of the A.S.T.M. distillation, degrees Fahrenheit. 

The former charts require a somewhat tedious computation of the 
functions in the parentheses before they can be used. The accompanying 
nomographs, however, greatly facilitate the accurate calculation of 
octane numbers. Their use is illustrated as follows: What is the octane 
number when the 10 and 90 per cent points of the A.S.T.M. distillation 
are 210 and 400®F., respectively, and the corrected A.P.I. gravity is 
52*’? Using Fig. 200 and following the key, connect 210’ on the <ia 
scale with 400 on the scale and mark the intersection with the a axis. 
Connect this point with 52 and the A.P.I. scale and read the octane 
number on the N scale as 50. Figure 200 is used rather than Fig. 201 
since 400*’F. does not appear on the Ut scale of the latter figure. 

What is the octane number of a gasoline when the 10 and 90 per cent 
points determined by an A.S.T.M. distillation are 175 and SBfi^F., 
respectively, and the A.P.I. gravity is 50”? An attempt to use Fig. 200 
results in an intersection with the N axis which is beyond the scale, 
indicating that Fig. 201, for higher values, should be used. As shown 
'by the index lines on Fig. 201 the octane number is 73. 

The nomographs, constructed by methods previously described, ‘ 
yield octane numbers in satisfactory agreement with values read from 
the charts of the earlier paper and 'with experimental values. 

*Oavis, D. S., “Empirical Equations and Nomography,” Chaps. IV and V , 
MoOiaw-HOl JBook Company, Inc., New York, 1943. 
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.A 

Absorption factor, 34-36 
Air lift, 43-44 
Aliquot portion, 275-276 
Angles, of liquid lenses, 294, 296 

B 

Bleach consumption, 86 
Boiling point, 15-16 

Boiling point-molecular weight, for hy- 
drocarbons, 276-277 
Boiling-point correction, 15, 17 
Boiling-point elevation, 18-19 

C 

Calender-roll weight, 87 
Coal-analysis conversions, 68, 70 
Concentration conversions, 277, 279 
Conductivity, thermal, of ethanol-water 
mixtures, 26-27 
of gckses and vapors, 20, 22-25 
of glycerol-water mixtures, 26, 29 
of methanol-water mixtures, 26, 28 
of wood, 31-32 
Core waste, 88 
Cream, 83, 85 

Critical temperature-molecular refrac- 
tion, 168, 170 

Critical temperature of petroleum oils, 
290-300 

D 

Density, of gases, 47, 49 
Density corrections for 
anpnonia, 191-192 
caustic soda, 189-189 
hydrochloric acid, 182, 184 
nitric acid, 182-183 
oleum, 179, 181 
phoq>horic acid, 185-186 


Density corrections for potassium car- 
bonate, 190-191 
soda ash, 185, 187 
sulfuric acid, 179-180 
Diameter, economic pipe, 45-46 
equivalent, of annuli, 45, 47 
Distillation, 34 

E 

Effluent loss, 92-93 

Enthalpy, of nitric acid-sulfuric acid- 
water system, 5, 19-11 
Ethanol-methanol-water system, freez- 
ing points of, 64-65 
Evaporation, 38-39 
Extraction, 49-41 

F 

Fatty acids, solidification points of, 63-64 
Filler retention, 94 
Flash points of lubricants, 278, 280 
Flow, through orifices, 53, 55 
from pipes, completely filled, 56-57 
partly filled, 58 
Freeness correction, 95 
Freezing point, 63-64 
Freezing point lowering, 65-66 
Freezing points of ternary alcohol mix- 
tures, 64-65 
Freezing time, 66-67 
Fuming sulfuric acid, specific volume of, 
7-8 

H 

Heat-transfer coefficients, for condensing 
vapors, 77-78 
fluids in vertical pipes, 79 
natural convection, 80-8L 
Honey, moisture in, 289 
Humidity conversion, 290, 292 
Hydrochloric acid, specific volume of, 1-2 
Hydrogen ion, 118 
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L 

lime, calorimetric determination of, 297 
M 

Methanol-ethanol-water system, freez- 
ing points of, 64-65 
Milk solids, 82-83 
Milk solida-not-fat, 82, 84 
Molecular refraction, 168-169 
critical temperature, 168, 170 
Molecular volume, of aliphatic hydro- 
carbons, 171-172 
of liquid alkanes, 173-174 

N 

Nitric acid, specific volume of, 1, 3-4 
sulfuric acid-water system, enthalpies 
of, 5, 10-11 
Nontannin, 298-299 

O 

Octane number, above 62, 307-308 
below 62, 306-307 

Oleum, mixtures with sulfuric acid, 1, 9 
specific volume of, 7, 9 
Orifice flow, 62-53, 55 

P 

Paper drying, 90-92 
Paper production, for kraft, 96-97 
Paper winding, 114^116 
pH, of alkalies, 121 
electrometric, 118-120 
natural waters, 122-123 
Pipe flow, 48, 51, 56-58 
Prandtl numbers, 59-60 
Pulp viscosity, 109-111 

R 

Rag blends, viscosity of, 112-113 
Reduced temperatures, 301-302 
Reflux ratios, 35, 38 
Refrigeration times, 66-67 
Rigidity of paper, 96, 98 
Rigidity factor of paper, 99-100 
Roll length, of paper, 100, 102, 104-105 
Roving twist, 303^*304 


S 

Sludge washing, 304-305 
Softness of paper, 96, 98 
Solidification points of fatty acids, 63-64 
Solubility, in aqueous glycerol, of cou- 
marin, 175-176 

in liquid ammonia, of hydrogen, 147, 
149 

of nitrogen, 147, 151 
in petroleum fractions, of paraflin wax, 
175, 177 

in water, of ammonia, 128, 131, 136, 
138-139 

of chlorine, 138, 140 
of chlorine monoxide, 141-142 
of hydrogen chloride, 146, 148 
of nitric acid, 124-128 
of sulfur dioxide, 152, 157-159, 161- 
164, 166-167 

Specific gravity, of acetic acid, 191, 
193-194 

of alum solutions, 200-202, 204 
of calcium chloride solutions, 206, 
209-210 

of ethylene glycol, 209, 211 
of hydrocyanic acid, 194-195 
of nitric acid, 195-197 
of paperboard, 105-106 
of rosin size milk, 211, 213 
of sodium carbonate solutions, 268-269 
of sulfuric acid, 197-199 
of toluene-chloroform mixtures, 214- 
215 

Specific heat, of calcium chloride brines, 
251 

of gases and vapors, 60-61 
Specific volume, of fuming sulfuric acid, 
7-8 

of hydrochloric acid, 1-2 
of nitric acid, 1, 3-4 
of sulfuric acid, 1, 5-6 
Split set (paper winding), 106, 108 
Steam leak, 292-293 * 

Stiffness, of paper, 96, 98 
Sulfite acid, 11-12 

Sulfuric acid, mixtures with oleum, 1, 9 
specific volume of, 1, 5-6 
strength of, 13 

Sulfuric acid-nitric acid-water system, 
enthalpy-temperature, 6, 10-11 
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Surface tension, of ethyl alcohol-water 
mixtures, 302-303 

Surface tension-viscosity, of organic 
Uquids, 257, 259-230 

T 

Tank content, horizontal, bulged ends, 
216-217 

plane ends, 218-220 
Theoretical plates, 35, 37 
Thermal value, of anthracite coal, 71-72 
of bituminous coal, 73-74 
of fuel oil, 75 

V 

Vapor pressure-temperature, aliphatic 
nitro compounds, 232-233 
Ti-alkyl primary amines, 227; 229 
chain compounds, 222-225 
glycols, 228, 230 
isomeric octanols, 234-235 
organic solvents, 236, 238-239, 242 
organic solvents boiling below 90®C., 
240, 245 

90-150^0., 241, 245 
150-200X., 243, 245 
above 200°C., 244-245 
ring compounds, 222-224, 226 
saturated aqueous solutions, 235, 237 
unsaturated hydrocarbons, 228, 231 
Vapor pressurc-temperature-concentra- 
tion, ammonia, 128, 131, 136, 138- 
139 

chlorine, 138, 140 
chlorine monoxide, 141-142 
fuming sulfuric acid, 131 
glycerol, 143-145 

hydrogen over liquid ammonia, 147, 
149 

hydrogen chloride, 146, 148 
nitric acid, 124-129 


Vapor pressure-temperature-concentra- 
tion, nitrogen over liquid ammonia, 
147, 151 

phosphoric acid, 126, 134 
sodium hydroxide solutions, 150, 153- 
154 

sulfur dioxide, 152, 157-159, 161-164, 
166^167 

sulfuric acid, 124, 126, 130-133 
Viscosity, of calcium chloride brines, 251- 
252 

of gases, 248-249 
of liquids,’ 246-247 

of mixtures of potassium hydroxide and 
potassium carbonate solutions, 265 
of mixtures of sodium hydroxide and 
sodium carbonate solutions, 263- 
264 

of organic liquids, 253-256, 258-259 
of phosphoric acid, 249-250 
of potassium carbonate solutions, 260- 
262 

of potassium hydroxide solutions, 260, 
262 • 
of pulp, 109-111 
of rag blends, 112-113 
of rosins, 273-274 
of salt solutions, 266-267 
of sodium carbonate solutions, 260-261, 
268, 272 

of sodium hydroxide solutions, 260-261 
Viscosity-surface tension of organic 
liquids, 257, 259-260 
Volume relation factors, 281 
for carbon monoxide, 285-287 
for hydrogen, 284, 287 
for hydrogen-nitrogen mixtures, 282, 
287 

for nitrogen, 283, 287 
W 

Waste sulfite liquor, 113-114 
Weir fiow, 61-62 
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